.
├── Akira
│   └── Unknown Album
│       └── Akira Soundtrack.mp3
├── Alt-J Discography
│   ├── (2012) An Awesome Wave
│   │   ├── 01 Intro.mp3
│   │   ├── 02 (Interlude).mp3
│   │   ├── 03 Tessellate.mp3
│   │   ├── 04 Breezeblocks.mp3
│   │   ├── 05 (Interlude 2).mp3
│   │   ├── 06 Something Good.mp3
│   │   ├── 07 Dissolve Me.mp3
│   │   ├── 08 Matilda.mp3
│   │   ├── 09 MS.mp3
│   │   ├── 10 Fitzpleasure.mp3
│   │   ├── 11 (Interlude 3).mp3
│   │   ├── 12 Bloodflood.mp3
│   │   ├── 13 Taro.mp3
│   │   ├── 14 Hand-Made.mp3
│   │   └── 41 Tessellate (SARM Acoustic Version).mp3
│   ├── (2013) iTunes Sessions
│   │   ├── 01 Interlude I (iTunes Session).mp3
│   │   ├── 02 Tessellate (iTunes Session).mp3
│   │   ├── 03 Fitzpleasure (iTunes Session).mp3
│   │   ├── 04 Breezeblocks (iTunes Session).mp3
│   │   ├── 05 Buffalo (iTunes Session).mp3
│   │   ├── 06 Matilda (iTunes Session).mp3
│   │   ├── 07 A Real Hero (iTunes Session).mp3
│   │   └── 08 Taro (iTunes Session).mp3
│   ├── (2013) Sumer
│   │   ├── 01 Fitzpleasure (The Internet of Odd Future Remix).mp3
│   │   ├── 02 Fitzpleasure (Jim james 'apple C' Remix).mp3
│   │   ├── 03 Fitzpleasure (Dave Sitek Remix).mp3
│   │   ├── 04 Dissolve Me (Ben Lovett Remix).mp3
│   │   ├── 05 Tessellate (Ben De Vries Remix).mp3
│   │   └── 06 Ms (Hanz Remix).mp3
│   └── (2014) This Is All Yours
│       ├── 01 - Intro.mp3
│       ├── 02 - Arrival In Nara.mp3
│       ├── 03 - Nara.mp3
│       ├── 04 - Every Other Freckle.mp3
│       ├── 05 - Left Hand Free.mp3
│       ├── 06 - Garden Of England.mp3
│       ├── 07 - Choice Kingdom.mp3
│       ├── 08 - Hunger Of The Pine.mp3
│       ├── 09 - Warm Foothills.mp3
│       ├── 10 - The Gospel Of John Hurt.mp3
│       ├── 11 - Pusher.mp3
│       ├── 12 - Bloodflood Pt. II.mp3
│       └── 13 - Leaving Nara.mp3
├── Amon Amarth
│   ├── 1995 - Sorrow Throughout The Nine Worlds
│   │   ├── 1. Sorrow Throughout the Nine Worlds.mp3
│   │   ├── 2. The Arrival of the Fimbul Winter.mp3
│   │   ├── 3. Burning Creation.mp3
│   │   ├── 4. The Mighty Doors of the Speargod's Hall.mp3
│   │   ├── 5.Under the Greyclouded Winter Sky.mp3
│   │   ├── Sorrow_Throughout_The_Nine_Worlds_-_Back.jpg
│   │   ├── Sorrow_Throughout_The_Nine_Worlds_-_CD.jpg
│   │   ├── Sorrow_Throughout_The_Nine_Worlds_-_Digipack_-_Aussen.jpg
│   │   ├── Sorrow_Throughout_The_Nine_Worlds_-_Digipack_-_Innen.jpg
│   │   ├── Sorrow_Throughout_The_Nine_Worlds_-_Front.jpg
│   │   ├── Sorrow_Throughout_The_Nine_Worlds_-_Inlay.jpg
│   │   └── Sorrow Throughout The Nine Worlds.jpg
│   ├── 1998 - Once Sent From the Golden Hall
│   │   ├── 1. Ride for Vengeance.mp3
│   │   ├── 2. The Dragons' Flight Across the Waves.mp3
│   │   ├── 3. Without Fear.mp3
│   │   ├── 4. Victorious March.mp3
│   │   ├── 5.Friends of the Suncross.mp3
│   │   ├── 6. Abandoned.mp3
│   │   ├── 7. Amon Amarth.mp3
│   │   ├── 8. Once Sent From the Golden Hall.mp3
│   │   ├── Once_Sent_From_The_Golden_Hall_-_Back.jpg
│   │   ├── Once_Sent_From_The_Golden_Hall_-_CD.jpg
│   │   ├── Once_Sent_From_The_Golden_Hall_-_Front.jpg
│   │   ├── Once_Sent_From_The_Golden_Hall_-_Inlay.jpg
│   │   └── Once Sent From The Golden Hall.jpg
│   ├── 1999 - The Avenger
│   │   ├── 1. Bleed for Ancient Gods.mp3
│   │   ├── 2. The Last With Pagan Blood.mp3
│   │   ├── 3. North Sea Storm - Amon Amarth - The Avenger.mp3
│   │   ├── 4. Avenger.mp3
│   │   ├── 5. God, His Son and Holy Whore.mp3
│   │   ├── 6. Metalwrath.mp3
│   │   ├── 7. Legend of a Banished Man.mp3
│   │   ├── The_Avenger_-_Back.jpg
│   │   ├── The_Avenger_-_CD.jpg
│   │   ├── The_Avenger_-_Front.jpg
│   │   ├── The_Avenger_-_Inlay2.jpg
│   │   ├── The_Avenger_-_Inlay.jpg
│   │   └── The Avenger.jpg
│   ├── 2001 - The Crusher
│   │   ├── 10. Eyes of Horror.mp3
│   │   ├── 1. Bastards of a Lying Breed.mp3
│   │   ├── 2. Masters of War.mp3
│   │   ├── 3. The Sound of Eight Hooves.mp3
│   │   ├── 4. Risen From the Sea.mp3
│   │   ├── 5. As Long as the Raven Flies.mp3
│   │   ├── 6. A Fury Divine.mp3
│   │   ├── 7. Annihilation of Hammerfest.mp3
│   │   ├── 8. The Fall Through Ginnungagap.mp3
│   │   ├── 9. Releasing Surtur's Fire.mp3
│   │   ├── The_Crusher_-_Back.jpg
│   │   ├── The_Crusher_-_CD.jpg
│   │   ├── The_Crusher_-_Front.jpg
│   │   ├── The_Crusher_-_Inlay2.jpg
│   │   ├── The_Crusher_-_Inlay.jpg
│   │   └── The Crusher.jpg
│   ├── 2002 - Versus The World
│   │   ├── 01 Death in Fire.mp3
│   │   ├── 02 For the Stabwounds in Our Backs.mp3
│   │   ├── 03 Where Silent Gods Stand Guard.mp3
│   │   ├── 04 Versus the World.mp3
│   │   ├── 05 Across the Rainbow Bridge.mp3
│   │   ├── 06 Down the Slopes of Death.mp3
│   │   ├── 07 Thousand Years of Oppression.mp3
│   │   ├── 08 Bloodshed.mp3
│   │   ├── 09 ...And Soon the World Will Cease.mp3
│   │   ├── 10 Siegreicher Marsch.mp3
│   │   ├── Bonus Disc
│   │   │   ├── 02 - Sorrow Throughout the Nine Worlds.mp3
│   │   │   ├── 03 - The Arrival of the Fimbul Winter.mp3
│   │   │   ├── 04 - Burning Creation.mp3
│   │   │   ├── 05 - The Mighty Doors of the Speargod's Hall.mp3
│   │   │   ├── 06 - Under the Greyclouded Winter Sky.mp3
│   │   │   ├── 07 - Burning Creation.mp3
│   │   │   ├── 08 - Arrival of the Fimbul Winter.mp3
│   │   │   ├── 09 - Without Fear.mp3
│   │   │   ├── 10 - Risen From the Sea.mp3
│   │   │   ├── 11 - Atrocious Humanity.mp3
│   │   │   ├── 12 - Army of Darkness.mp3
│   │   │   ├── 13 - Thor Arise.mp3
│   │   │   ├── 14 - Sabbath Bloody Sabbath.mp3
│   │   │   └── Versus the World (Bonus Disc).jpg
│   │   ├── Versus_The_World_-_Back.jpg
│   │   ├── Versus_The_World_-_CD1.jpg
│   │   ├── Versus_The_World_-_CD2.jpg
│   │   ├── Versus_The_World_-_Digipak.jpg
│   │   ├── Versus_The_World_-_Front.jpg
│   │   ├── Versus_The_World_-_Inlay2.jpg
│   │   ├── Versus_The_World_-_Inlay.jpg
│   │   └── Versus The World.jpg
│   ├── 2004 - Fate Of Norns
│   │   ├── 1. An Ancient Sign Of Coming Storm.mp3
│   │   ├── 2. Where Death Seems To Dwell.mp3
│   │   ├── 3. The Fate Of Norns.mp3
│   │   ├── 4. The Pursuit Of Vikings.mp3
│   │   ├── 5. Valkyries Ride.mp3
│   │   ├── 6. The Beheading Of A King.mp3
│   │   ├── 7. Arson.mp3
│   │   ├── 8. Once Sealed In Blood.mp3
│   │   ├── Fate_Of_Norns_-_CD1.jpg
│   │   ├── Fate_Of_Norns_-_CD2.jpg
│   │   ├── Fate_Of_Norns_-_Digipack_Aussen.jpg
│   │   ├── Fate_Of_Norns_-_Digipack_Innen.jpg
│   │   └── Fate Of Norns.jpg
│   ├── 2006 - With Oden On Our Side
│   │   ├── 01. Valhall Awaits Me.mp3
│   │   ├── 02. runes to my memory.mp3
│   │   ├── 03. Asator.mp3
│   │   ├── 04. Hermod's Ride To Hel - Lokes Treachery, Part I.mp3
│   │   ├── 05. gods of war arise.mp3
│   │   ├── 06. with oden on our side.mp3
│   │   ├── 07. Cry Of The Black Birds.mp3
│   │   ├── 08. Under The Northern Star.mp3
│   │   ├── 09. Prediction Of Warfare.mp3
│   │   ├── 10. Where Silent Gods Stand Guard (Live At Wacken 2004).mp3
│   │   ├── 11. Death In Fire (Live At Wacken 2004).mp3
│   │   ├── 12. With Oden On Our Side (Demo Version).mp3
│   │   ├── 13. Hermod's Ride To Hel - Lokes Treachery, Part I (Demo Version).mp3
│   │   ├── 14. Once Sent From The Golden Hall (Sunlight Studio Recording 1997).mp3
│   │   ├── 15. Return Of The Gods (Sunlight Studio Recording 1997 - Previously Unreleased Song).mp3
│   │   ├── Cover.jpg
│   │   └── g.jpg
│   ├── 2008 - Twilight Of The Thunder God
│   │   ├── 01-Twilight_Of_The_Thunder_God.mp3
│   │   ├── 02-Free Will Sacrifice.mp3
│   │   ├── 03-Guardians Of Asgaard.mp3
│   │   ├── 04-Where Is Your God.mp3
│   │   ├── 05-Varyags Of Miklagaard.mp3
│   │   ├── 06-Tattered Banners And Bloody Flags.mp3
│   │   ├── 07 no fear for the setting sun.mp3
│   │   ├── 08 the hero.mp3
│   │   ├── 09 live for the kill.mp3
│   │   ├── 10 embrace of the endless ocean.mp3
│   │   ├── Amon_Amarth_-_Twlight_of_the_Thunder_God.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Back.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Front.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside10.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside11.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside12.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside1.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside2.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside3.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside4.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside5.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside6.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside7.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside8.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside9.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside_CD.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside_Lyrics1.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside_Lyrics2.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside_Lyrics3.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside_Lyrics4.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside_Lyrics5.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside_Lyrics6.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside_Lyrics7.jpg
│   │   ├── Twilight_Of_The_Thunder_God_Inside_Lyrics8.jpg
│   │   └── Twilight Of The Thunder God.jpg
│   ├── 2009 - Once Sent From The Golden Hall (Remastered)
│   │   ├── 101-amon_amarth-ride_for_vengeance.mp3
│   │   ├── 102-amon_amarth-the_dragons_flight_across_the_waves.mp3
│   │   ├── 103-amon_amarth-without_fear.mp3
│   │   ├── 104-amon_amarth-victorious_march.mp3
│   │   ├── 105-amon_amarth-friends_of_the_suncross.mp3
│   │   ├── 106-amon_amarth-abandoned.mp3
│   │   ├── 107-amon_amarth-amon_amarth.mp3
│   │   ├── 108-amon_amarth-once_sent_from_the_golden_hall.mp3
│   │   ├── 109-amon_amarth-siegreicher_marsch.mp3
│   │   ├── 201-amon_amarth-ride_for_vengeance_(live).mp3
│   │   ├── 202-amon_amarth-the_dragons_flight_across_the_waves_(live).mp3
│   │   ├── 203-amon_amarth-without_fear_(live).mp3
│   │   ├── 204-amon_amarth-victorious_march_(live).mp3
│   │   ├── 205-amon_amarth-friends_of_the_suncross_(live).mp3
│   │   ├── 206-amon_amarth-abandoned_(live).mp3
│   │   ├── 207-amon_amarth-amon_amarth_(live).mp3
│   │   ├── 208-amon_amarth-once_sent_from_the_golden_hall_(live).mp3
│   │   └── Cover.jpg
│   ├── 2009 - The Avenger (Remastered)
│   │   ├── 000-amon_amarth-the_avenger-(deluxe_edition)-2cd-cover-2009.jpg
│   │   ├── 000-amon_amarth-the_avenger-(deluxe_edition)-2cd-inside-2009.jpg
│   │   ├── 101-amon_amarth-bleed_for_ancient_gods.mp3
│   │   ├── 102-amon_amarth-the_last_with_pagan_blood.mp3
│   │   ├── 103-amon_amarth-north_sea_storm.mp3
│   │   ├── 104-amon_amarth-avenger.mp3
│   │   ├── 105-amon_amarth-god_his_son_and_holy_whore.mp3
│   │   ├── 106-amon_amarth-metalwrath.mp3
│   │   ├── 107-amon_amarth-legend_of_a_banished_man.mp3
│   │   ├── 108-amon_amarth-thor_arise.mp3
│   │   ├── 201-amon_amarth-bleed_for_ancient_gods_(live).mp3
│   │   ├── 202-amon_amarth-the_last_with_pagan_blood_(live).mp3
│   │   ├── 203-amon_amarth-north_sea_storm_(live).mp3
│   │   ├── 204-amon_amarth-avenger_(live).mp3
│   │   ├── 205-amon_amarth-god_his_son_and_holy_whore_(live).mp3
│   │   ├── 206-amon_amarth-metalwrath_(live).mp3
│   │   └── 207-amon_amarth-legend_of_a_banished_man_(live).mp3
│   ├── 2009 - The Crusher (Remastered)
│   │   ├── 000-amon_amarth-the_crusher-(deluxe_edition)-2cd-cds-2009.jpg
│   │   ├── 000-amon_amarth-the_crusher-(deluxe_edition)-2cd-cover-2009.jpg
│   │   ├── 000-amon_amarth-the_crusher-(deluxe_edition)-2cd-inside-2009.jpg
│   │   ├── 101-amon_amarth-bastards_of_a_lying_breed.mp3
│   │   ├── 102-amon_amarth-masters_of_war.mp3
│   │   ├── 103-amon_amarth-the_sound_of_eight_hooves.mp3
│   │   ├── 104-amon_amarth-risen_from_the_sea.mp3
│   │   ├── 105-amon_amarth-as_long_as_the_raven_flies.mp3
│   │   ├── 106-amon_amarth-a_fury_divine.mp3
│   │   ├── 107-amon_amarth-annihilation_of_hammerfest.mp3
│   │   ├── 108-amon_amarth-the_fall_through_ginnungagap.mp3
│   │   ├── 109-amon_amarth-releasing_surturs_fire.mp3
│   │   ├── 110-amon_amarth-eyes_of_horror.mp3
│   │   ├── 201-amon_amarth-bastards_of_a_lying_breed_(live).mp3
│   │   ├── 202-amon_amarth-masters_of_war_(live).mp3
│   │   ├── 203-amon_amarth-the_sound_of_eight_hooves_(live).mp3
│   │   ├── 204-amon_amarth-risen_from_the_sea_(live).mp3
│   │   ├── 205-amon_amarth-as_long_as_the_raven_flies_(live).mp3
│   │   ├── 206-amon_amarth-a_fury_divine_(live).mp3
│   │   ├── 207-amon_amarth-annihilation_of_hammerfest_(live).mp3
│   │   ├── 208-amon_amarth-the_fall_through_ginnungagap_(live).mp3
│   │   └── 209-amon_amarth-releasing_surturs_fire_(live).mp3
│   ├── 2009 - Versus The World (Deluxe Edition)
│   │   ├── 101-amon_amarth-death_in_fire.mp3
│   │   ├── 102-amon_amarth-for_the_stabwounds_in_our_backs.mp3
│   │   ├── 103-amon_amarth-where_silent_gods_stand_guard.mp3
│   │   ├── 104-amon_amarth-versus_the_world.mp3
│   │   ├── 105-amon_amarth-across_the_rainbow_bridge.mp3
│   │   ├── 106-amon_amarth-down_the_slopes_of_death.mp3
│   │   ├── 107-amon_amarth-thousand_years_of_oppression.mp3
│   │   ├── 108-amon_amarth-bloodshed.mp3
│   │   ├── 109-amon_amarth-and_soon_the_world_will_cease_to_be.mp3
│   │   ├── 201-amon_amarth-death_in_fire_(live).mp3
│   │   ├── 202-amon_amarth-for_the_stabwounds_in_our_backs_(live).mp3
│   │   ├── 203-amon_amarth-where_silent_gods_stand_guard_(live).mp3
│   │   ├── 204-amon_amarth-versus_the_world_(live).mp3
│   │   ├── 205-amon_amarth-across_the_rainbow_bridge_(live).mp3
│   │   ├── 206-amon_amarth-down_the_slopes_of_death_(live).mp3
│   │   ├── 207-amon_amarth-thousand_years_of_oppression_(live).mp3
│   │   ├── 208-amon_amarth-bloodshed_(live).mp3
│   │   ├── 209-amon_amarth-and_soon_the_world_will_cease_to_be_(live).mp3
│   │   └── 25qx84k.jpg
│   ├── Arrival Of The Fimbul Winter (Demo Tape)
│   │   ├── 01 - Burning Creation.mp3
│   │   ├── 02 - Arrival Of The Fimbul Winter.mp3
│   │   ├── 03 - Without Fear.mp3
│   │   └── The Arrival Of Fimbul Winter.jpg
│   └── Thor Arise
│       ├── 01. Amon Amarth - Risen From The Sea.mp3
│       ├── 02. Amon Amarth - Atrocious Humanity.mp3
│       ├── 03. Amon Amarth - Army Of Darkness.mp3
│       ├── 04. Amon Amarth - Thor Arise.mp3
│       ├── 05. Amon Amarth - Sabbath Bloody Sabbath.mp3
│       └── Amon_Amarth_-_Thor_Arise_-_Cover.jpg
├── Animals
│   └── Unknown Album
│       └── House of the Rising Sun.mp3
├── Astropilot
│   ├── 03 - Astropilot - Memories Maze (Flashbacks SE).mp3
│   ├── AstroPilot - Solar Walk III Event Horizon (Remaster 2019) Full Album.mp3
│   ├── AstroPilot - Solar Walk II (Remastered 2019) Full Album.mp3
│   ├── AstroPilot - Solar Walk IV. YOUniverse (432 Hz album mix) (Space Ambient Psychill Mix).mp3
│   ├── [MP3FY] AstroPilot - Solar Walk III Unseen Chapters Full Album.mp3
│   ├── [MP3FY] AstroPilot - Solar Walk (Remastered 2019) Full Album.mp3
│   ├── [MP3FY] Star Walk by ASTROPILOT (2012).mp3
│   ├── Svarog's Morning_AstroPilot.m4a
│   └── Whiff Of Eternity_AstroPilot.m4a
├── Avial
│   ├── Aadu Pambe_Avial.m4a
│   ├── Aranda_Avial.m4a
│   ├── Arikuruka.m4a
│   ├── Chekele_Avial.m4a
│   ├── Karukara.m4a
│   ├── Nada Nada_Avial.m4a
│   └── Njan Aara_Avial.m4a
├── Beethoven
│   ├── 100_The_Very_Best_Of_Beethoven.m3u
│   ├── 101_Beethoven_-_Symphony_No_5_in_C_minor_Op_67_I_Allegro_con_brio.flac
│   ├── 102_Beethoven_-_Egmont_Op_84_Overture.flac
│   ├── 103_Beethoven_-_Piano_Sonata_No_14_in_C_sharp_minor_Op_27_No_2_Moonlight_I_Adagio_sostenuto.flac
│   ├── 104_Beethoven_-_String_Quartet_No_9_in_C_major_Op_593_Razumovsky_IV_Allegro_molto.flac
│   ├── 105_Beethoven_-_Violin_Concerto_in_D_major_Op_61_III_Rondo_Allegro.flac
│   ├── 106_Beethoven_-_Fidelio_Op_72_Act_I_No_9_Abscheulicher_wo_eilst_du_hin.flac
│   ├── 107_Beethoven_-_Piano_Sonata_No_8_in_C_minor_Op_13_Pathetique_II_Adagio_cantabile.flac
│   ├── 108_Beethoven_-_Symphony_No_6_in_F_major_Op_68_Pastoral_Allegro_ma_non_troppo.flac
│   ├── 109_Beethoven_-_Violin_Sonata_No_9_in_A_major_Op_47_Kreutzer_III_Finale_Presto.flac
│   ├── 110_Beethoven_-_Piano_Concerto_No_5_in_E_flat_major_Op_73_Emperor_Rondo_Allegro.flac
│   ├── 200_The_Very_Best_Of_Beethoven.m3u
│   ├── 201_Beethoven_-_Symphony_No_3_in_E_flat_major_Op_55_Eroica_III_Scherzo_Allegro_vivace.flac
│   ├── 202_Beethoven_-_Bagatelle_in_A_minor_WoO_59_Fur_Elise.flac
│   ├── 203_Beethoven_-_Mass_in_D_major_Op_123_Missa_Solemnis_Benedictus.flac
│   ├── 204_Beethoven_-_Violin_Sonata_No_5_in_F_major_Op_24_Spring_II_Adagio_molto_espressivo.flac
│   ├── 205_Beethoven_-_Piano_Concerto_No_4_in_G_major_Op_58_III_Rondo_(Vivace).flac
│   ├── 206_Beethoven_-_Andante_in_F_major_WoO_57_Andante_favori.flac
│   ├── 207_Beethoven_-_Symphony_No_7_in_A_major_Op_92_II_Allegretto.flac
│   ├── 208_Beethoven_-_Piano_Trio_No_7_in_B_flat_major_Op_97_Archduke_II_Scherzo.flac
│   ├── 209_Beethoven_-_Cello_Sonata_No_3_in_A_major_Op_69_III_Adagio_cantabile_-_Allegro_vivace.flac
│   ├── 210_Beethoven_-_Symphony_No_9_in_D_minor_Op_125_Choral_IV_Finale_Presto_-_Allegro_assai_(excerpt).flac
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│   │   ├── 07 - The Screen Behind The Mirror.mp3
│   │   ├── 08 - Endless Queat.mp3
│   │   ├── 09 - Camera Obscura.mp3
│   │   ├── 10 - Between Mind & Heart.mp3
│   │   └── 11 - Silence Must Be Heard.mp3
│   ├── 2001 - Dream On
│   │   ├── Enigma - All Out Of Love.mp3
│   │   ├── Enigma - Dream On.mp3
│   │   ├── Enigma - Enigma&Atb-Enigmatic Encounter.mp3
│   │   ├── Enigma - Holdin' On To You.mp3
│   │   ├── Enigma - Just For The Day.mp3
│   │   ├── Enigma - Lovelight In You Eyes.mp3
│   │   ├── Enigma - Mea Culpa Part Ii [Catholic Version].mp3
│   │   ├── Enigma - Mea Culpa Part Ii [Fading Shades Mix].mp3
│   │   ├── Enigma - Mea Culpa Part Ii [Orthodox Mix].mp3
│   │   ├── Enigma - Power Of The Loser.mp3
│   │   ├── Enigma - Sadeness Part I [Extended Trance Mix].mp3
│   │   ├── Enigma - Sadeness Part I [Meditation Mix].mp3
│   │   ├── Enigma - Sadeness Part I [Violent U.S. Mix].mp3
│   │   ├── Enigma - Simple Obesession.mp3
│   │   ├── Enigma - Snowin'under My Skin.mp3
│   │   ├── Enigma - Waiting For The Hurricane.mp3
│   │   └── Enigma - Without A Soun.mp3
│   ├── 2001_Turn Around
│   │   ├── gravity_of_love_chillen_club_mix.mp3
│   │   ├── turn_around.mp3
│   │   └── turn_around_northern_lights_club_mix.mp3
│   ├── 2002_Dream On
│   │   ├── all_out_of_love.mp3
│   │   ├── dream_on.mp3
│   │   ├── holdinon_to_you.mp3
│   │   ├── just_for_the_day.mp3
│   │   ├── lovelight_in_your_eyes.mp3
│   │   ├── power_of_the_loser.mp3
│   │   ├── simple_obsession.mp3
│   │   ├── snowin_under_my_skin.mp3
│   │   ├── waiting_for_the_hurrican.mp3
│   │   └── without_a_sound.mp3
│   ├── 2002 - Enigma & D-Emotion Project
│   │   ├── Enigma - Angels Weep.mp3
│   │   ├── Enigma - Beyond the Invisible (radio edit).mp3
│   │   ├── Enigma - Brazil.mp3
│   │   ├── Enigma - Cang Ding.mp3
│   │   ├── Enigma - Close to Heaven.mp3
│   │   ├── Enigma - Evolution.mp3
│   │   ├── Enigma - Flatlands.mp3
│   │   ├── Enigma - Indian Spirits Reprise.mp3
│   │   ├── Enigma - June.mp3
│   │   ├── Enigma - November.mp3
│   │   ├── Enigma - Paradox.mp3
│   │   ├── Enigma - Planinata.mp3
│   │   ├── Enigma - Return to Innocence (long & alive version).mp3
│   │   └── Enigma - Sunless Sea.mp3
│   ├── 2002 - Metamorphosis
│   │   ├── Enigma - Ancient Person ... (Dance Mix).mp3
│   │   ├── Enigma - Ancient Person Of My Heart.mp3
│   │   ├── Enigma - Black Moon Dance.mp3
│   │   ├── Enigma - By The Moon.mp3
│   │   ├── Enigma - Iv Chapter.mp3
│   │   ├── Enigma - Light Of Your Smile.mp3
│   │   ├── Enigma - Metamorphosis.mp3
│   │   ├── Enigma - Responsorium 1.mp3
│   │   ├── Enigma - Responsorium 2.mp3
│   │   ├── Enigma - Sensing The Spheres.mp3
│   │   ├── Enigma - Snow Of The Sahara.mp3
│   │   └── Enigma - Start - To - End.mp3
│   ├── 2003 - Love Sensuality Devotion (The Remix Collection)
│   │   ├── Enigma - Age Of Loneliness (Enigmatic Club Mix) (128 Bpm).mp3
│   │   ├── Enigma - Gravity Of Love (Judgement Day Club Mix) (140 Bpm).mp3
│   │   ├── Enigma - Mea Culpa (Fading Shades Mix) (100 Bpm).mp3
│   │   ├── Enigma - Principles Of Lust (Everlasting Lust Mix) (095 Bpm).mp3
│   │   ├── Enigma - Push The Limits (Atb Remix) (133 Bpm).mp3
│   │   ├── Enigma - Return To Innocence (380 Midnight Mix) (088 Bpm).mp3
│   │   ├── Enigma - Sadeness (Part I) (Violent U.S. Remix) (095 Bpm).mp3
│   │   ├── Enigma - T.N.T. For The Brain (Midnight Man Mix) (112 Bpm).mp3
│   │   ├── Enigma - Turn Around (Northern Lights Club Mix) (135 Bpm).mp3
│   │   └── PLAYLIST.M3U
│   ├── 2003_Sleep
│   │   ├── center_of_the_sun.mp3
│   │   ├── damascus.mp3
│   │   ├── make_a_wish.mp3
│   │   ├── manic_star.mp3
│   │   ├── pandora.mp3
│   │   ├── premonition.mp3
│   │   ├── premonition_reprise_bonus_tracks.mp3
│   │   ├── redemption.mp3
│   │   ├── sleep_jan_van_daht_mix.mp3
│   │   ├── sleep.mp3
│   │   ├── sleep_solarstones_afterhours_mix.mp3
│   │   ├── tears_from_the_moon_hybrids_twisted_on_the_terrase.mp3
│   │   ├── tears_from_the_moon.mp3
│   │   ├── tidal_poo.mp3
│   │   └── years.mp3
│   ├── 2003_Voyageur-Advance
│   │   ├── boum_boum.mp3
│   │   ├── following_the_sun.mp3
│   │   ├── from_east_to_west.mp3
│   │   ├── incognito.mp3
│   │   ├── in_the_shadow_in_the_light.mp3
│   │   ├── look_of_today.mp3
│   │   ├── page_of_cups.mp3
│   │   ├── the_piano.mp3
│   │   ├── total_eclipse_of_the_moon.mp3
│   │   ├── voyageur.mp3
│   │   └── weightless.mp3
│   ├── 2006_A Posteriori
│   │   ├── 20_000_miles_over_the_sea.mp3
│   │   ├── dancing_with_mephisto.mp3
│   │   ├── dreaming_of_andromeda.mp3
│   │   ├── Enigma - A Posteriori_2006.jpg
│   │   ├── eppur_si_muove.mp3
│   │   ├── feel_me_heaven.mp3
│   │   ├── goodbye_milky_way.mp3
│   │   ├── hello_and_welcome_new_version.mp3
│   │   ├── invisible_love.mp3
│   │   ├── message_from_io.mp3
│   │   ├── northern_lights.mp3
│   │   ├── sitting_on_the_moon.mp3
│   │   └── the_alchemist.mp3
│   ├── 2007_Inspired & Remixed
│   │   ├── 01 - Various - Enigmatic Obsession - Reachers of Civilization.mp3
│   │   ├── 02 - Various - Enigma - Message from Io (Boca Junior Remix).mp3
│   │   ├── 03 - Various - Mystico - Return to Life.mp3
│   │   ├── 04 - Various - Sandra - Dear God If You Exist.mp3
│   │   ├── 05 - Various - Enigmatic Obsession - The 5th Column.mp3
│   │   ├── 06 - Various - Enigma - Dancing With Mephisto (Boca Junior Remix).mp3
│   │   ├── 07 - Various - Jens Gad - Cape Blanc.mp3
│   │   ├── 08 - Various - Enigmatic Obsession - Slowly Walking In.mp3
│   │   ├── 09 - Various - Enigma - The Alchemist (Christian Geller Remix).mp3
│   │   ├── 10 - Various - Mystico - Knights Templar.mp3
│   │   ├── 11 - Various - Enigma - Sitting On The Moon (Boca Junior Remix).mp3
│   │   ├── 12 - Various - Enigmatic Obsession - In The Recent Past.mp3
│   │   ├── 13 - Various - Sandra - What D’ya Think Of Me.mp3
│   │   ├── 14 - Various - Enigmatic Obsession - The Delta of the River.mp3
│   │   ├── 15 - Various - Mystico - Mystico (Rain Remix).mp3
│   │   ├── 16 - Various - Enigma - Invisible Love (Boca Junior Remix).mp3
│   │   ├── 17 - Various - Jens Gad - Navajo.mp3
│   │   ├── 18 - Various - Mystico - Mystico (Original Version).mp3
│   │   ├── Enigma Cover.jpg
│   │   └── Enigma Inspired & Remixed.txt
│   └── 2007 - MMII - Remis - Dream - Team
│       ├── 01 - Enigma - TNT For The Brain (Night Girl Remix).mp3
│       ├── 02 - Enigma - Sadeness (Mutilation UK Mix).mp3
│       ├── 03 - Enigma - Mea Culpa (Orthodoxy Mix).mp3.mp3
│       ├── 04 - Enigma - The Eyes of Truth (Light Creator Mix) .mp3.mp3
│       ├── 05 - Enigma - Gravity of Love (Rigid Voice Club Mix).mp3.mp3
│       ├── 06 - Enigma - Light of your Smile (Short Remix).mp3.mp3
│       ├── 07 - Enigma - Modern Crusaders (Distinction Mix).mp3.mp3
│       ├── 08 - Enigma - Gravity of Love (Scourge Club Mix).mp3.mp3
│       ├── 09 - Enigma - Mea Culpa (Fade to Spirit Mix).mp3.mp3
│       ├── 10 - Enigma - Endless Quest (Mysterious Mix).mp3.mp3
│       ├── 11 - Enigma - The Eyes of Truth (Deep Bass Club Remix).mp3.mp3
│       └── 12 - Enigma - Sadeness (Disillusion Remix).mp3.mp3
├── Enslaved
│   ├── [Albums]
│   │   ├── (1994) Enslaved - Frost
│   │   │   ├── 01 - Frost.mp3
│   │   │   ├── 02 - Loke.mp3
│   │   │   ├── 03 - Fenris.mp3
│   │   │   ├── 04 - Svarte Vidder.mp3
│   │   │   ├── 05 - Yggdrasil.mp3
│   │   │   ├── 06 - Jotunblod.mp3
│   │   │   ├── 07 - Gylfaginning.mp3
│   │   │   ├── 08 - Wotan.mp3
│   │   │   ├── 09 - Isoders Dronning.mp3
│   │   │   ├── Back.jpg
│   │   │   └── Front.jpg
│   │   ├── (1994) Enslaved - Vikingligr Veldi
│   │   │   ├── 01 - Lifandi Liv Undir Hamri.mp3
│   │   │   ├── 02 - Vetrarnott.mp3
│   │   │   ├── 03 - Midgards Eldar.mp3
│   │   │   ├── 04 - Heimdallr.mp3
│   │   │   ├── 05 - Norvegr (Instrumental).mp3
│   │   │   ├── Back.jpg
│   │   │   └── Front.jpg
│   │   ├── (1997) Enslaved - Eld
│   │   │   ├── 01 - 793 (Slaget Om Lindisfarne).mp3
│   │   │   ├── 02 - Hordalendingen.mp3
│   │   │   ├── 03 - Alfablot.mp3
│   │   │   ├── 04 - Kvasirs Blod.mp3
│   │   │   ├── 05 - For Lenge Siden.mp3
│   │   │   ├── 06 - Glemt.mp3
│   │   │   ├── 07 - Eld.mp3
│   │   │   ├── Back.jpg
│   │   │   └── Front.jpg
│   │   ├── (1998) Enslaved - Blodhemn
│   │   │   ├── 01 - Audhumla Birth Of The Worlds.mp3
│   │   │   ├── 02 - I Lenker Til Ragnarok.mp3
│   │   │   ├── 03 - Urtical Gods.mp3
│   │   │   ├── 04 - Ansuz Astral.mp3
│   │   │   ├── 05 - Nidingaslakt.mp3
│   │   │   ├── 06 - Eit Auga Til Mimir.mp3
│   │   │   ├── 07 - Blodhemn.mp3
│   │   │   ├── 08 - Brisinghamen.mp3
│   │   │   ├── 09 - Suttungs Mjod-Perkulator.mp3
│   │   │   └── Front + Back.jpg
│   │   ├── (2000) Enslaved - Mardraum- Beyond The Within
│   │   │   ├── 01 - Storre Enn Tid - Tyngre Enn Natt.mp3
│   │   │   ├── 02 - Daudningekvida.mp3
│   │   │   ├── 03 - Entrance - Escape.mp3
│   │   │   ├── 04 - Ormgard.mp3
│   │   │   ├── 05 - Aeges Draum.mp3
│   │   │   ├── 06 - Mardraum.mp3
│   │   │   ├── 07 - Det Endelege Riket.mp3
│   │   │   ├── 08 - Ormagard II - Kvalt I Kysk Høgsong.mp3
│   │   │   ├── 09 - Krigaren Eg Ikkje Kjende.mp3
│   │   │   ├── 10 - Stjerneheimen.mp3
│   │   │   ├── 11 - Froyas Smykke.mp3
│   │   │   ├── Back.jpg
│   │   │   └── Front.jpg
│   │   ├── (2001) Enslaved - Monumension
│   │   │   ├── 01 - Convoys To Nothingness.mp3
│   │   │   ├── 02 - The Voices.mp3
│   │   │   ├── 03 - Vision Sphere Of The Elements - A Monument Part II.mp3
│   │   │   ├── 04 - Hollow Inside.mp3
│   │   │   ├── 05 - The Cromlech Gate.mp3
│   │   │   ├── 06 - Enemy I.mp3
│   │   │   ├── 07 - Smirr.mp3
│   │   │   ├── 08 - The Sleep Floating Diversity - A Monument Part III.mp3
│   │   │   ├── 09 - Outro Self - Zero.mp3
│   │   │   ├── 10 - Sigmundskvadet.mp3
│   │   │   ├── Back.jpg
│   │   │   └── Front.jpg
│   │   ├── (2003) Enslaved - Below The Lights
│   │   │   ├── 01 - As Fire Swept Clean The Earth.mp3
│   │   │   ├── 02 - The Dead Stare.mp3
│   │   │   ├── 03 - The Crossing.mp3
│   │   │   ├── 04 - Queen Of Night.mp3
│   │   │   ├── 05 - Havenless.mp3
│   │   │   ├── 06 - Ridicule Swarm.mp3
│   │   │   ├── 07 - A Darker Place.mp3
│   │   │   ├── Back.jpg
│   │   │   └── Front.jpg
│   │   ├── (2004) Enslaved - Isa
│   │   │   ├── 01 - Intro Green Reflection.mp3
│   │   │   ├── 02 - Lunar Force.mp3
│   │   │   ├── 03 - Isa.mp3
│   │   │   ├── 04 - Ascension.mp3
│   │   │   ├── 05 - Bounded By Allegiance.mp3
│   │   │   ├── 06 - Violet Dawning.mp3
│   │   │   ├── 07 - Return To Yggdrasill.mp3
│   │   │   ├── 08 - Secrets Of The Flesh.mp3
│   │   │   ├── 09 - Neogenesis.mp3
│   │   │   ├── 10 - Outro Communion.mp3
│   │   │   ├── Back.jpg
│   │   │   └── Front.jpg
│   │   ├── (2006) Enslaved - Ruun
│   │   │   ├── 01 - Entroper.mp3
│   │   │   ├── 02 - Path To Vanir.mp3
│   │   │   ├── 03 - Fusion Of Sense And Earth.mp3
│   │   │   ├── 04 - Ruun.mp3
│   │   │   ├── 05 - Tides Of Chaos.mp3
│   │   │   ├── 06 - Essence.mp3
│   │   │   ├── 07 - Api-Vat.mp3
│   │   │   ├── 08 - Heir To The Cosmic Seed.mp3
│   │   │   ├── Back.jpg
│   │   │   └── Front.jpg
│   │   ├── (2008) Enslaved - Vertebrae
│   │   │   ├── 01 - Clouds.mp3
│   │   │   ├── 02 - To The Coast.mp3
│   │   │   ├── 03 - Ground.mp3
│   │   │   ├── 04 - Vertebrae.mp3
│   │   │   ├── 05 - New Dawn.mp3
│   │   │   ├── 06 - Reflection.mp3
│   │   │   ├── 07 - Center.mp3
│   │   │   ├── 08 - The Watcher.mp3
│   │   │   ├── Back.jpg
│   │   │   └── Front.jpg
│   │   ├── (2010) Enslaved - Axioma Ethica Odini
│   │   │   ├── 01 - Ethica Odini.mp3
│   │   │   ├── 02 - Raidho.mp3
│   │   │   ├── 03 - Waruun.mp3
│   │   │   ├── 04 - The Beacon.mp3
│   │   │   ├── 05 - Axioma.mp3
│   │   │   ├── 06 - Giants.mp3
│   │   │   ├── 07 - Singular.mp3
│   │   │   ├── 08 - Nightsight.mp3
│   │   │   ├── 09 - Lightening.mp3
│   │   │   ├── Back.jpg
│   │   │   └── Front.jpg
│   │   └── (2012) Enslaved - RIITIIR
│   │       ├── 01 - Thoughts Like Hammers.mp3
│   │       ├── 02 - Death In The Eyes Of Dawn.mp3
│   │       ├── 03 - Veilburner.mp3
│   │       ├── 04 - Roots Of The Mountain.mp3
│   │       ├── 05 - RIITIIR.mp3
│   │       ├── 06 - Materal.mp3
│   │       ├── 07 - Storm Of Memories.mp3
│   │       ├── 08 - Forsaken.mp3
│   │       ├── Back.jpg
│   │       └── Front.jpg
│   ├── [EPs]
│   │   ├── (1993) Enslaved - Hordanes Land
│   │   │   ├── 01 - Slaget I Skogen Bortenfor (Incl. Epilog And Slaget).mp3
│   │   │   ├── 02 - Allfadr Odinn.mp3
│   │   │   ├── 03 - Balfar (Incl. Andi Fara And Prologr).mp3
│   │   │   ├── Back.jpg
│   │   │   └── Front.jpg
│   │   ├── (1995) Enslaved - Yggdrasill
│   │   │   ├── 01 - Heimdallr.mp3
│   │   │   ├── 02 - Allfaðr Oðinn.mp3
│   │   │   ├── 03 - Intermezzo.mp3
│   │   │   ├── 04 - Hal Valr.mp3
│   │   │   ├── 05 - Niunda Heim.mp3
│   │   │   ├── 06 - The Winter Kingdom Opus I Resound Of Gjallarhorn.mp3
│   │   │   ├── 07 - Enslaved.mp3
│   │   │   ├── Back.jpg
│   │   │   └── Front.jpg
│   │   ├── (2011) Enslaved - The Sleeping Gods
│   │   │   ├── 01 - Heimvegen.mp3
│   │   │   ├── 02 - Alu Misyrki.mp3
│   │   │   ├── 03 - Synthesis.mp3
│   │   │   ├── 04 - Nordlys.mp3
│   │   │   ├── 05 - The Sleeping Gods.mp3
│   │   │   └── Front.jpg
│   │   └── (2011) Enslaved - Thorn
│   │       ├── 01 - Disintegrator.mp3
│   │       ├── 02 - Striker.mp3
│   │       └── Front.jpg
│   └── Torrent downloaded from demonoid.ph.txt
├── Enya
│   ├── 1986 - Enya
│   │   ├── Enya - 1986 - Enya.cue
│   │   ├── Enya - 1986 - Enya.flac
│   │   └── Enya - 1986 - Enya.flac.cue
│   ├── 1988 - Watermark
│   │   ├── Enya - 1988 - Watermark.cue
│   │   ├── Enya - 1988 - Watermark.flac
│   │   └── Enya - 1988 - Watermark.flac.cue
│   ├── 1991 Shepherd Moons
│   │   ├── Enya - 1991 - Shepherd Moons.cue
│   │   ├── Enya - 1991 - Shepherd Moons.flac
│   │   └── Enya - 1991 - Shepherd Moons.flac.cue
│   ├── 1992 The Celts
│   │   ├── Enya - 1992 - The Celts.cue
│   │   ├── Enya - 1992 - The Celts.flac
│   │   └── Enya - 1992 - The Celts.flac.cue
│   ├── 1995 - The Memory Of Trees
│   │   ├── Enya - 1995 - The Memory Of Trees.cue
│   │   ├── Enya - 1995 - The Memory Of Trees.flac
│   │   └── Enya - 1995 - The Memory Of Trees.flac.cue
│   ├── 1996  - The Enya Collection (3CD)
│   │   ├── CD1 - The Celts (1987)
│   │   │   ├── Enya - The Celts.cue
│   │   │   ├── Enya - The Celts.flac
│   │   │   └── Enya - The Celts.flac.cue
│   │   ├── CD2 - Watermark (1988)
│   │   │   ├── Enya - Watermark.cue
│   │   │   ├── Enya - Watermark.flac
│   │   │   └── Enya - Watermark.flac.cue
│   │   └── CD3 - Shepherd Moons (1991)
│   │       ├── Enya - Shepherd Moons.cue
│   │       ├── Enya - Shepherd Moons.flac
│   │       └── Enya - Shepherd Moons.flac.cue
│   ├── 1997 - A Box of Dreams (3CD)
│   │   ├── CD1 - Oceans
│   │   │   ├── Enya - A Box Of Dreams - CD1 Oceans.cue
│   │   │   ├── Enya - A Box Of Dreams - CD1 Oceans.flac
│   │   │   └── Enya - A Box Of Dreams - CD1 Oceans.flac.cue
│   │   ├── CD2 - Clouds
│   │   │   ├── Enya - A Box Of Dreams - CD2 Clouds.cue
│   │   │   ├── Enya - A Box Of Dreams - CD2 Clouds.flac
│   │   │   └── Enya - A Box Of Dreams - CD2 Clouds.flac.cue
│   │   └── CD3 - Stars
│   │       ├── Enya - A Box Of Dreams - CD3 Stars.cue
│   │       ├── Enya - A Box Of Dreams - CD3 Stars.flac
│   │       └── Enya - A Box Of Dreams - CD3 Stars.flac.cue
│   ├── 1997 - Paint the Sky with Stars The Best of Enya
│   │   ├── Enya - 1997 - Paint The Sky With Stars - Best Of Enya.cue
│   │   ├── Enya - 1997 - Paint The Sky With Stars - Best Of Enya.flac
│   │   └── Enya - 1997 - Paint The Sky With Stars - Best Of Enya.flac.cue
│   ├── 2000 - A Day Without Rain
│   │   ├── Enya - 2000 - A Day Without Rain.cue
│   │   ├── Enya - 2000 - A Day Without Rain.flac
│   │   └── Enya - 2000 - A Day Without Rain.flac.cue
│   ├── 2001 - May It Be [EP]
│   │   ├── Enya - May It Be [EP].cue
│   │   ├── Enya - May It Be [EP].flac
│   │   └── Enya - May It Be [EP].flac.cue
│   ├── 2002 - Only Time The Collection (2002) (4CD Box Set + Enhanced CD)
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│   │   ├── 13 New Way Home.flac
│   │   ├── 13 Requiem.flac
│   │   ├── 14 Drive Me Wild.flac
│   │   ├── 15 Down in the Park.flac
│   │   ├── 16 Baker Street.flac
│   │   ├── audiochecker.log
│   │   └── folder.jpg
│   ├── 1999 There Is Nothing Left To Lose
│   │   ├── 01 Stacked Actors.flac
│   │   ├── 02 Breakout.flac
│   │   ├── 03 Learn To Fly.flac
│   │   ├── 04 Gimme Stitches.flac
│   │   ├── 05 Generator.flac
│   │   ├── 06 Aurora.flac
│   │   ├── 07 Live-In Skin.flac
│   │   ├── 08 Next Year.flac
│   │   ├── 09 Headwires.flac
│   │   ├── 10 Ain't It The Life.flac
│   │   ├── 11 M.I.A..flac
│   │   ├── 12 Fraternity.flac
│   │   ├── audiochecker.log
│   │   └── folder.jpg
│   ├── 2002 One By One
│   │   ├── 01 All My Life.flac
│   │   ├── 02 Low.flac
│   │   ├── 03 Have It All.flac
│   │   ├── 04 Times Like These.flac
│   │   ├── 05 Disenchanted Lullaby.flac
│   │   ├── 06 Tired Of You.flac
│   │   ├── 07 Halo.flac
│   │   ├── 08 Lonely As You.flac
│   │   ├── 09 Overdrive.flac
│   │   ├── 10 Burn Away.flac
│   │   ├── 11 Come Back.flac
│   │   ├── audiochecker.log
│   │   └── folder.jpg
│   ├── 2005 In Your Honour
│   │   ├── 01 In Your Honour.flac
│   │   ├── 02 No Way Back.flac
│   │   ├── 03 Best Of You.flac
│   │   ├── 04 DOA.flac
│   │   ├── 05 Hell.flac
│   │   ├── 06 The Last Song.flac
│   │   ├── 07 Free Me.flac
│   │   ├── 08 Resolve.flac
│   │   ├── 09 The Deepest Blues Are Black.flac
│   │   ├── 10 End Over End.flac
│   │   ├── 11 The Sign.flac
│   │   ├── 12 Still.flac
│   │   ├── 13 What If I Do.flac
│   │   ├── 14 Miracle.flac
│   │   ├── 15 Another Round.flac
│   │   ├── 16 Friend Of A Friend.flac
│   │   ├── 17 Over And Out.flac
│   │   ├── 18 On The Mend.flac
│   │   ├── 19 Virginia Moon.flac
│   │   ├── 20 Cold Day In The Sun.flac
│   │   ├── 21 Razor.flac
│   │   ├── audiochecker.log
│   │   └── folder.jpg
│   ├── 2007 Echoes, Silence, Patience & Grace
│   │   ├── 01 The Pretender.flac
│   │   ├── 02 Let It Die.flac
│   │   ├── 03 Erase,Replace.flac
│   │   ├── 04 Long Road To Ruin.flac
│   │   ├── 05 Come Alive.flac
│   │   ├── 06 Stranger Things Have Happened.flac
│   │   ├── 07 Cheer Up, Boys (Your Make Up Is Running).flac
│   │   ├── 08 Summer's End.flac
│   │   ├── 09 Ballad Of The Beaconsfield Miners.flac
│   │   ├── 10 Statues.flac
│   │   ├── 11 But, Honestly.flac
│   │   ├── 12 Home.flac
│   │   ├── 13 Once & For All (demo).flac
│   │   ├── audiochecker.log
│   │   └── folder.JPG
│   ├── 2011 Wasting Light
│   │   ├── 01 Bridge Burning.flac
│   │   ├── 02 Rope.flac
│   │   ├── 03 Dear Rosemary.flac
│   │   ├── 04 White Limo.flac
│   │   ├── 05 Arlandria.flac
│   │   ├── 06 These Days.flac
│   │   ├── 07 Back & Forth.flac
│   │   ├── 08 A Matter Of Time.flac
│   │   ├── 09 Miss The Misery.flac
│   │   ├── 10 I Should Have Known.flac
│   │   ├── 11 Walk.flac
│   │   ├── audiochecker.log
│   │   └── Folder.jpg
│   └── band.jpg
├── Fredrik Thordendal's Special Defects
│   └── (1999) Sol Niger Within
│       ├── FTSD1999.jpg
│       ├── Special Defects  01  The Beginning of the End of Extraction (Evolutional Slow Down).mp3
│       ├── Special Defects  02  The Executive Furies Of The Robot Lord of Death.mp3
│       ├── Special Defects  03  Descent To The Netherworld.mp3
│       ├── Special Defects  04  ...Och Sarnans Namn Var Malort.mp3
│       ├── Special Defects  05  Dante's Wild Inferno.mp3
│       ├── Special Defects  06  I. Galactus.mp3
│       ├── Special Defects  07  Skeletonization.mp3
│       ├── Special Defects  08  Sickness And Demoniacal Dreaming.mp3
│       ├── Special Defects  09  UFOria.mp3
│       ├── Special Defects  10  Zeta 1 - Reticuli.mp3
│       ├── Special Defects  11  Transmigration of Souls.mp3
│       ├── Special Defects  12  In Reality All Is Void.mp3
│       ├── Special Defects  13  Krapp's Last Tape.mp3
│       ├── Special Defects  14  Through Fear We Are Unconscious.mp3
│       ├── Special Defects  15  Death at Both Ends.mp3
│       ├── Special Defects  16  Bouncing in a Bottomless Pit.mp3
│       ├── Special Defects  17  The Sun Door.mp3
│       ├── Special Defects  18  Vitamin K Experience (A Homage to the Scientist-John Lilly).mp3
│       ├── Special Defects  19  Sensorium Dei.mp3
│       ├── Special Defects  20  Zeta 2 - Reticuli.mp3
│       ├── Special Defects  21  De Profundis.mp3
│       ├── Special Defects  22  Existence Out Of Joint.mp3
│       ├── Special Defects  23  On a Crater's Verge.mp3
│       ├── Special Defects  24  Solalrization.mp3
│       ├── Special Defects  25  The End Of The Beginning Of Contraction (Involutional Speed Up-Preparation for the Big Crunch).mp3
│       ├── Special Defects  26  Tathagata.mp3
│       ├── Special Defects  27  Missing Time.mp3
│       ├── Special Defects  28  Ooo Baby Baby.mp3
│       └── txt
│           └── (1999) Sol Niger Within
│               ├── 02 The Executive Furies Of The Robot Lord Of Death.txt
│               ├── 03 Descent To The Netherworld.txt
│               ├── 04 ...Och Stjarnans Namn Var Malort.txt
│               ├── 06 I, Galactus.txt
│               ├── 07 Skeletonization.txt
│               ├── 08 Sickness And Demoniacal Dreaming.txt
│               ├── 09 UFOria.txt
│               ├── 11 Transmigration Of Souls.txt
│               ├── 12 In Reality All Is Void.txt
│               ├── 14 Through Fear We Are Unconscious.txt
│               ├── 15 Death At Both Ends.txt
│               ├── 17 The Sun Door.txt
│               ├── 18 Vitamin K Experience (A Homage To The Scientist  John Lilly).txt
│               ├── 19 Sensorium Dei.txt
│               ├── 22 Existence Out Of Joint.txt
│               ├── 24 Solarization.txt
│               ├── 25 The End Of The Beginning Of Contradiction (Involutional Speed Up  Preparation For The Big Crunch).txt
│               └── 28 Ooo Baby Baby.txt
├── Ghost in the Shell
│   └── Unknown Album
│       └── Ghost in the Shell Original Soundtrack.mp3
├── Goat - Commune (2014) FLAC
│   ├── 01 - Talk To God.mp3
│   ├── 02 - Words.mp3
│   ├── 03 - The Light Within.mp3
│   ├── 04 - To Travel The Path Unknown.mp3
│   ├── 05 - Goatchild.mp3
│   ├── 06 - Goatslaves.mp3
│   ├── 07 - Hide From The Sun.mp3
│   ├── 08 - Bondye.mp3
│   └── 09 - Gathering Of Ancient Tribes.mp3
├── GODSMACK
│   ├── [1998] Godsmack
│   │   ├── 01 - Moon Baby.mp3
│   │   ├── 02 - Whatever.mp3
│   │   ├── 03 - Keep Away.mp3
│   │   ├── 04 - Time Bomb.mp3
│   │   ├── 05 - Bad Religion.mp3
│   │   ├── 06 - Immune.mp3
│   │   ├── 07 - Someone In London.mp3
│   │   ├── 08 - Get Up,Get Out.mp3
│   │   ├── 09 - Now Or Never.mp3
│   │   ├── 10 - Stress.mp3
│   │   ├── 11 - Situation.mp3
│   │   └── 12 - Voodoo.mp3
│   ├── [2000] Awake
│   │   ├── 01 - Sick of Life.mp3
│   │   ├── 02 - Awake.mp3
│   │   ├── 03 - Greed.mp3
│   │   ├── 04 - Bad Magick.mp3
│   │   ├── 05 - Goin` Down.mp3
│   │   ├── 06 - Mistakes.mp3
│   │   ├── 07 - Trippin`.mp3
│   │   ├── 08 - Forgive Me.mp3
│   │   ├── 09 - Vampires.mp3
│   │   ├── 10 - The Journey.mp3
│   │   └── 11 - Spiral.mp3
│   ├── [2003] Faceless
│   │   ├── 01 - Straight Out Of Line.mp3
│   │   ├── 02 - Faceless.mp3
│   │   ├── 03 - Changes.mp3
│   │   ├── 04 - Make Me Believe.mp3
│   │   ├── 05 - I Stand Alone.mp3
│   │   ├── 06 - Re-Align.mp3
│   │   ├── 07 - I Fucking Hate You.mp3
│   │   ├── 08 - Releasing The Demons.mp3
│   │   ├── 09 - Dead And Broken.mp3
│   │   ├── 10 - I Am.mp3
│   │   ├── 11 - The Awakening.mp3
│   │   └── 12 - Serenity.mp3
│   ├── [2004] The Other Side [EP]
│   │   ├── 01 - Running Blind.mp3
│   │   ├── 02 - Re-Align.mp3
│   │   ├── 04 - Voices.mp3
│   │   ├── 05 - Keep Away.mp3
│   │   ├── 06 - Spiral.mp3
│   │   └── 07 - Asleep.mp3
│   ├── [2006] IV
│   │   ├── 01 - Livin` In Sin.mp3
│   │   ├── 02 - Speak.mp3
│   │   ├── 03 - The Enemy.mp3
│   │   ├── 04 - Shine Down.mp3
│   │   ├── 05 - Hollow.mp3
│   │   ├── 06 - No Rest For The Wicked.mp3
│   │   ├── 07 - Bleeding Me.mp3
│   │   ├── 08 - Voodoo Too.mp3
│   │   ├── 09 - Temptation.mp3
│   │   ├── 10 - Mama.mp3
│   │   └── 11 - One Rainy Day.mp3
│   ├── [2007] Good Times, Bad Times [10 Years Of Godsmack]
│   │   ├── 01 - Good Times, Bad Times.mp3
│   │   ├── 02 - Whatever.mp3
│   │   ├── 03 - Keep Away.mp3
│   │   ├── 04 - Voodoo.mp3
│   │   ├── 05 - Bad Religion.mp3
│   │   ├── 06 - Awake.mp3
│   │   ├── 07 - Greed.mp3
│   │   ├── 08 - I Stand Alone.mp3
│   │   ├── 09 - Straight Out Of Line.mp3
│   │   ├── 10 - Serenity.mp3
│   │   ├── 11 - Realign.mp3
│   │   ├── 12 - Running Blind.mp3
│   │   ├── 13 - Touche.mp3
│   │   ├── 14 - Speak.mp3
│   │   ├── 15 - Shine Down.mp3
│   │   └── 16 - The Enemy.mp3
│   ├── [2010] The Oracle
│   │   ├── 01 - Cryin` Like A Bitch.mp3
│   │   ├── 02 - Saint And Sinners.mp3
│   │   ├── 03 - War And Peace.mp3
│   │   ├── 04 - Love-Hate-Sex-Pain.mp3
│   │   ├── 05 - What If.mp3
│   │   ├── 06 - Devil`s Swing.mp3
│   │   ├── 07 - Good Day To Die.mp3
│   │   ├── 08 - Forever Shamed.mp3
│   │   ├── 09 - Shadow Of A Soul.mp3
│   │   └── 10 - The Oracle.mp3
│   ├── [2012] Live & Inspired (2 CD)
│   │   ├── CD 1 (Live)
│   │   │   ├── 01 - Straight Outta Line.mp3
│   │   │   ├── 02 - Realign.mp3
│   │   │   ├── 03 - Awake.mp3
│   │   │   ├── 04 - Moon Baby.mp3
│   │   │   ├── 05 - Changes.mp3
│   │   │   ├── 06 - The Enemy.mp3
│   │   │   ├── 07 - Keep Away.mp3
│   │   │   ├── 08 - Speak.mp3
│   │   │   ├── 09 - Voodoo.mp3
│   │   │   ├── 10 - Batalla De Los Tambores.mp3
│   │   │   ├── 11 - Whatever.mp3
│   │   │   ├── 12 - Serenity.mp3
│   │   │   └── 13 - I Stand Alone.mp3
│   │   └── CD 2 (Inspired)
│   │       ├── 01 - Rocky Mountain Way (Joe Walsh Cover).mp3
│   │       ├── 02 - Come Together (The Beatles Cover).mp3
│   │       ├── 03 - Time (Pink Floyd Cover).mp3
│   │       └── 04 - Nothing Else Matters (Metallica Cover).mp3
│   └── [2014] 1000hp
│       ├── 01 - 1000hp.mp3
│       ├── 02 - FML.mp3
│       ├── 03 - Something Different.mp3
│       ├── 04 - What's Next.mp3
│       ├── 05 - Generation Day.mp3
│       ├── 06 - Locked & Loaded.mp3
│       ├── 07 - Living In The Gray.mp3
│       ├── 08 - I Don't Belong.mp3
│       ├── 09 - Nothing Comes Easy.mp3
│       └── 10 - Turning To Stone.mp3
├── Gojira - Discography
│   ├── Bonus, Other
│   │   └── 2011 -  Of Blood And Salt
│   │       ├── 01 Of Blood And Salt.mp3
│   │       └── cover.jpg
│   ├── COVER FRONT.jpg
│   ├── Extended plays & Demos
│   │   ├── 1996 - Victim
│   │   │   ├── 01 - Victim.mp3
│   │   │   ├── 02 - Blasphemy.mp3
│   │   │   ├── 03 - Rigor mortis.mp3
│   │   │   ├── 04 - Sentenced To Life.mp3
│   │   │   └── cover.jpg
│   │   ├── 1997 - Possessed (2003 Re-Release)
│   │   │   ├── 01. Possessed.mp3
│   │   │   ├── 02. Bleeding.mp3
│   │   │   ├── 03. Brutal Abortion.mp3
│   │   │   ├── 04. End Of Time.mp3
│   │   │   ├── 05. Mandragore.mp3
│   │   │   └── Cover.jpg
│   │   ├── 1999 - Saturate
│   │   │   ├── 01 - On The B.O.T.A.mp3
│   │   │   ├── 02 - Clone.mp3
│   │   │   ├── 03 - Deliverance.mp3
│   │   │   ├── 04 - Saturate.mp3
│   │   │   └── cover.jpg
│   │   └── 2000 - Wisdom comes
│   │       ├── 01 - Lizard skin.mp3
│   │       ├── 02 - Satan is a Lawyer.mp3
│   │       ├── 03 - Locked in a syndrom.mp3
│   │       ├── 04 - Fire is Everything.mp3
│   │       ├── 05 - Love.mp3
│   │       ├── 06 - Wisdom comes.mp3
│   │       ├── 07 - Terra incognita.mp3
│   │       └── COVER.jpg
│   ├── Gojira - Magma (2016)
│   │   ├── 01. The Shooting Star.mp3
│   │   ├── 02. Silvera.mp3
│   │   ├── 03. The Cell.mp3
│   │   ├── 04. Stranded.mp3
│   │   ├── 05. Yellow Stone.mp3
│   │   ├── 06. Magma.mp3
│   │   ├── 07. Pray.mp3
│   │   ├── 08. Only Pain.mp3
│   │   ├── 09. Low Lands.mp3
│   │   ├── 10. Liberation.mp3
│   │   └── cover.jpeg
│   ├── Live albums
│   │   ├── 2005 - The Link Alive
│   │   │   ├── 01 - Remembrance.mp3
│   │   │   ├── 02 - Death Of Me.mp3
│   │   │   ├── 03 - Love.mp3
│   │   │   ├── 04 - Embrace The World.mp3
│   │   │   ├── 05 - Drum Solo.mp3
│   │   │   ├── 06 - Space Time.mp3
│   │   │   ├── 07 - Terra Inc.mp3
│   │   │   ├── 08 - Indians.mp3
│   │   │   ├── 09 - Wisdom Comes.mp3
│   │   │   ├── 10 - Blow Me Away You (Niverse).mp3
│   │   │   ├── 11 - Lizard Skin.mp3
│   │   │   ├── 12 - Inward Movement.mp3
│   │   │   ├── 13 - The Link.mp3
│   │   │   ├── 14 - Clone.mp3
│   │   │   └── cover.jpg
│   │   ├── 2012 - The Flesh Alive
│   │   │   ├── 01 - Intro.mp3
│   │   │   ├── 02 - Oroborus.mp3
│   │   │   ├── 03 - The Heaviest Matter Of The Universe.mp3
│   │   │   ├── 04 - Backbone.mp3
│   │   │   ├── 05 - Love.mp3
│   │   │   ├── 06 - From The Sky.mp3
│   │   │   ├── 07 - A Sight To Behold.mp3
│   │   │   ├── 08 - The Art Of Dying.mp3
│   │   │   ├── 09 - Clone.mp3
│   │   │   ├── 10 - Flying Whales.mp3
│   │   │   ├── 11 - The Way Of All Flesh.mp3
│   │   │   ├── 12 - Terra Incognita.mp3
│   │   │   ├── 13 - Vacuity.mp3
│   │   │   └── cover.png
│   │   └── 2014 - Les Enfants Sauvages (Live)
│   │       ├── 01 Intro.mp3
│   │       ├── 02 Explosia.mp3
│   │       ├── 03 Flying Whales.mp3
│   │       ├── 04 Backbone.mp3
│   │       ├── 05 The Heaviest Matter Of The Universe.mp3
│   │       ├── 06 L’Enfant Sauvage.mp3
│   │       ├── 07 Toxic Garbage Island.mp3
│   │       ├── 08 Wisdom Comes.mp3
│   │       ├── 09 Jam.mp3
│   │       ├── 10 Oroborus.mp3
│   │       ├── 11 Drum Solo.mp3
│   │       ├── 12 The Axe.mp3
│   │       ├── 13 The Gift Of Guilt.mp3
│   │       └── Cover.jpg
│   └── Studio albums
│       ├── 2001 - Terra Incognita
│       │   ├── 01 - Clone.mp3
│       │   ├── 02 - Lizard Skin.mp3
│       │   ├── 03 - Satan Is A Lawyer.mp3
│       │   ├── 04 - 04.mp3
│       │   ├── 05 - Blow Me Away You(niverse).mp3
│       │   ├── 06 - 5988 Trillions De Tonnes.mp3
│       │   ├── 07 - Deliverance.mp3
│       │   ├── 08 - Space Time.mp3
│       │   ├── 09 - On The b.o.t.a.mp3
│       │   ├── 10 - Rise.mp3
│       │   ├── 11 - Fire Is Everything.mp3
│       │   ├── 12 - Love.mp3
│       │   ├── 13 - 1990 Quatrillions De Tonnes.mp3
│       │   ├── 14 - In The Forest.mp3
│       │   └── cover.jpg
│       ├── 2001 - Terra Incognita (Reissued - 2009)
│       │   ├── 01 - Clone.mp3
│       │   ├── 02 - Lizard Skin.mp3
│       │   ├── 03 - Satan Is A Lawyer.mp3
│       │   ├── 04 - 04.mp3
│       │   ├── 05 - Blow Me Away You(Niverse).mp3
│       │   ├── 06 - 5988 Trillions De Tonnes.mp3
│       │   ├── 07 - Deliverance.mp3
│       │   ├── 08 - Space Time.mp3
│       │   ├── 09 - On the B.O.T.A.mp3
│       │   ├── 10 - Rise.mp3
│       │   ├── 11 - Fire Is Everything.mp3
│       │   ├── 12 - Love.mp3
│       │   ├── 13 - 1990 Quantrillions De Tonnes.mp3
│       │   ├── 14 - In The Forest.mp3
│       │   ├── 15 - Clone (Live).mp3
│       │   ├── 16 - Love (Live).mp3
│       │   ├── 17 - Space Time (Live).mp3
│       │   └── folder.jpg
│       ├── 2003 - The Link
│       │   ├── 01 - The Link.mp3
│       │   ├── 02 - Death of Me.mp3
│       │   ├── 03 - Connected.mp3
│       │   ├── 04 - Remembrance.mp3
│       │   ├── 05 - Torii.mp3
│       │   ├── 06 - Indians.mp3
│       │   ├── 07 - Embrace the World.mp3
│       │   ├── 08 - Inward Momement.mp3
│       │   ├── 09 - Over the Flows.mp3
│       │   ├── 10 - Wisdom Comes.mp3
│       │   ├── 11 - Dawn.mp3
│       │   └── folder.jpg
│       ├── 2003 - The Link (Re-Release - 2005)
│       │   ├── 01 The Link.mp3
│       │   ├── 02 Death Of Me.mp3
│       │   ├── 03 Connected.mp3
│       │   ├── 04 Remembrance.mp3
│       │   ├── 05 Torii.mp3
│       │   ├── 06 Indians.mp3
│       │   ├── 07 Embrace The World.mp3
│       │   ├── 08 Inward Movement.mp3
│       │   ├── 09 Over The Flows.mp3
│       │   ├── 10 Wisdom Comes.mp3
│       │   ├── 11 Dawn.mp3
│       │   └── cover.jpg
│       ├── 2005 - From Mars to Sirius
│       │   ├── 01 - Ocean Planet.mp3
│       │   ├── 02 - Backbone.mp3
│       │   ├── 03 - From The Sky.mp3
│       │   ├── 04 - Unicorn.mp3
│       │   ├── 05 - Where Dragons Dwell.mp3
│       │   ├── 06 - The Heaviest Matter Of The Universe.mp3
│       │   ├── 07 - Flying Whales.mp3
│       │   ├── 08 - In The Wilderness.mp3
│       │   ├── 09 - Wolrd To Come.mp3
│       │   ├── 10 - From Mars.mp3
│       │   ├── 11 - To Sirius.mp3
│       │   ├── 12 - Global Warming.mp3
│       │   └── cover.jpg
│       ├── 2008 - The Way of All Flesh
│       │   ├── 01 - Oroborus.mp3
│       │   ├── 02 - Toxic Garbage Island.mp3
│       │   ├── 03 - A Sight to Behold.mp3
│       │   ├── 04 - Yama's Messengers.mp3
│       │   ├── 05 - The Silver Cord.mp3
│       │   ├── 06 - All the Tears.mp3
│       │   ├── 07 - Adoration for None.mp3
│       │   ├── 08 - The Art of Dying.mp3
│       │   ├── 09 - Esoteric Surgery.mp3
│       │   ├── 10 - Vacuity.mp3
│       │   ├── 11 - Wolf Down the Earth.mp3
│       │   ├── 12 - The Way of All Flesh.mp3
│       │   └── cover.jpg
│       ├── 2012 - L'enfant Sauvage (Special Edition)
│       │   ├── 01 - Explosia.mp3
│       │   ├── 02 - L'Enfant Sauvage.mp3
│       │   ├── 03 - The Axe.mp3
│       │   ├── 04 - Liquid Fire.mp3
│       │   ├── 05 - The Wild Healer.mp3
│       │   ├── 06 - Planned Obsolescense.mp3
│       │   ├── 07 - Mouth Of Kala.mp3
│       │   ├── 08 - The Gift Of Guilt.mp3
│       │   ├── 09 - Pain Is A Master.mp3
│       │   ├── 10 - Born In Winter.mp3
│       │   ├── 11 - The Fall.mp3
│       │   ├── 12 - This Emptiness.mp3
│       │   ├── 13 - My Last Creation.mp3
│       │   └── cover.jpg
│       └── 2016 - Magma
│           ├── 01 - The Shooting Star.mp3
│           ├── 02 - Silvera.mp3
│           ├── 03 - The Cell.mp3
│           ├── 04 - Stranded.mp3
│           ├── 05 - Yellow Stone.mp3
│           ├── 06 - Magma.mp3
│           ├── 07 - Pray.mp3
│           ├── 08 - Only Pain.mp3
│           ├── 09 - Low Lands.mp3
│           ├── 10 - Liberation.mp3
│           └── Cover.jpg
├── Gorillaz
│   ├── Albums
│   │   ├── 2001 - Gorillaz
│   │   │   ├── 01 - Re-Hash.flac
│   │   │   ├── 02 - 5,4.flac
│   │   │   ├── 03 - Tomorrow Comes Today.flac
│   │   │   ├── 04 - New Genious (Brother).flac
│   │   │   ├── 05 - Clint Eastwood.flac
│   │   │   ├── 06 - Man Research (Clapper).flac
│   │   │   ├── 07 - Punk.flac
│   │   │   ├── 08 - Sound Check (Gravity).flac
│   │   │   ├── 09 - Double Bass.flac
│   │   │   ├── 10 - Rock The House.flac
│   │   │   ├── 11 - 19-2000.flac
│   │   │   ├── 12 - Latin Simone (Que Pasa Contigo).flac
│   │   │   ├── 13 - Starshine.flac
│   │   │   ├── 14 - Slow Country.flac
│   │   │   └── 15 - M1A1.flac
│   │   ├── 2002 - Gorillaz (US Reissue)
│   │   │   ├── 01 - Re-Hash.flac
│   │   │   ├── 02 - 5,4.flac
│   │   │   ├── 03 - Tomorrow Comes Today.flac
│   │   │   ├── 04 - New Genious (Brother).flac
│   │   │   ├── 05 - Clint Eastwood.flac
│   │   │   ├── 06 - Man Research (Clapper).flac
│   │   │   ├── 07 - Punk.flac
│   │   │   ├── 08 - Sound Check (Gravity).flac
│   │   │   ├── 09 - Double Bass.flac
│   │   │   ├── 10 - Rock The House.flac
│   │   │   ├── 11 - 19-2000.flac
│   │   │   ├── 12 - Latin Simone (Que Pasa Contigo).flac
│   │   │   ├── 13 - Starshine.flac
│   │   │   ├── 14 - Slow Country.flac
│   │   │   ├── 15 - M1 A1.flac
│   │   │   ├── 16 - Dracula.flac
│   │   │   ├── 17 - Left Hand Suzuki Method.flac
│   │   │   ├── 18 - 19-2000 (Soul Child Remix).flac
│   │   │   └── 19 - Clint Eastwood (Ed Case Refix).flac
│   │   ├── 2002 - G-Sides
│   │   │   ├── 01 - 19-2000 (Soulchild Remix).flac
│   │   │   ├── 02 - Latin Simone (Que Pasa Contigo).flac
│   │   │   ├── 03 - 19-2000 (The Wiseguys House Of Wisdom Remix).flac
│   │   │   ├── 04 - The Sounder (Edit).flac
│   │   │   ├── 05 - Faust.flac
│   │   │   ├── 06 - Clint Eastwood (Phi Life Cypher Version).flac
│   │   │   ├── 07 - Ghost Train.flac
│   │   │   ├── 08 - Hip Albatross.flac
│   │   │   └── 09 - 12D3.flac
│   │   ├── 2002 - Laika Come Home
│   │   │   ├── 01 - 19,2000 (Jungle Fresh).flac
│   │   │   ├── 02 - Slow Country (Strictly Rubbadub).flac
│   │   │   ├── 03 - Tomorrow Comes Today (Baсana Baby).flac
│   │   │   ├── 04 - Man Research (Monkey Racket).flac
│   │   │   ├── 05 - Punk (De-Punked).flac
│   │   │   ├── 06 - 5,4 (P.45).flac
│   │   │   ├── 07 - Starshine (Dub 09).flac
│   │   │   ├── 08 - Souncheck (Gravity) (Crooked Dub).flac
│   │   │   ├── 09 - New Genius (Brother) (Mutant Genius).flac
│   │   │   ├── 10 - Re Hash (Come Again).flac
│   │   │   ├── 11 - Clint Eastwood (A Fistful of Peanuts).flac
│   │   │   └── 12 - M1 A1 (Lil' Dub Chefin').flac
│   │   ├── 2005 - Demon Days
│   │   │   ├── 01 - Intro.flac
│   │   │   ├── 02 - Last Living Souls.flac
│   │   │   ├── 03 - Kids With Guns.flac
│   │   │   ├── 04 - O Green World.flac
│   │   │   ├── 05 - Dirty Harry.flac
│   │   │   ├── 06 - Feel Good Inc..flac
│   │   │   ├── 07 - El Manana.flac
│   │   │   ├── 08 - Every Planet We Reach Is Dead.flac
│   │   │   ├── 09 - November Has Come.flac
│   │   │   ├── 10 - All Alone.flac
│   │   │   ├── 11 - White Light.flac
│   │   │   ├── 12 - Dare.flac
│   │   │   ├── 13 - Fire Coming Out Of The Monkey's Head.flac
│   │   │   ├── 14 - Don't Get Lost In Heaven.flac
│   │   │   └── 15 - Demon Days.flac
│   │   ├── 2007 - D-Sides
│   │   │   ├── CD 1
│   │   │   │   ├── 1.01 - 68 state.flac
│   │   │   │   ├── 1.02 - People.flac
│   │   │   │   ├── 1.03 - Hongkongaton.flac
│   │   │   │   ├── 1.04 - We are happy landfill.flac
│   │   │   │   ├── 1.05 - Hong Kong.flac
│   │   │   │   ├── 1.06 - Highway (under construction).flac
│   │   │   │   ├── 1.07 - Rockit.flac
│   │   │   │   ├── 1.08 - Bill Murray.flac
│   │   │   │   ├── 1.09 - The swagga.flac
│   │   │   │   ├── 1.10 - Murdoc is God.flac
│   │   │   │   ├── 1.11 - Spitting out the demons.flac
│   │   │   │   ├── 1.12 - Don't get lost in heaven (original demo version).flac
│   │   │   │   └── 1.13 - Stop the dams.flac
│   │   │   └── CD 2
│   │   │       ├── 2.01 - Dare (DFA Remix).flac
│   │   │       ├── 2.02 - Feel Good Inc. (Stanton Warriors Remix).flac
│   │   │       ├── 2.03 - Kids With Guns (Jamie T's Turn to Monsters Mix).flac
│   │   │       ├── 2.04 - Dare (Soulwax remix).flac
│   │   │       ├── 2.05 - Kids With Guns (Hot Chip Remix).flac
│   │   │       ├── 2.06 - El Manana (Metromony Remix).flac
│   │   │       ├── 2.07 - Dare (Junior Sanchez Remix).flac
│   │   │       ├── 2.08 - Dirty Harry (Schtung Chinese New Year Remix).flac
│   │   │       └── 2.09 - Kids With Guns (Quiet Village Remix).flac
│   │   ├── 2007 - D-Sides (Japan Edition)
│   │   │   ├── CD 1
│   │   │   │   ├── 1.01 - 68 state.flac
│   │   │   │   ├── 1.02 - People.flac
│   │   │   │   ├── 1.03 - Hongkongaton.flac
│   │   │   │   ├── 1.04 - We are happy landfill.flac
│   │   │   │   ├── 1.05 - Hong Kong.flac
│   │   │   │   ├── 1.06 - Highway (under construction).flac
│   │   │   │   ├── 1.07 - Rock It.flac
│   │   │   │   ├── 1.08 - Bill Murray.flac
│   │   │   │   ├── 1.09 - The swagga.flac
│   │   │   │   ├── 1.10 - Murdoc is God.flac
│   │   │   │   ├── 1.11 - Spitting out the demons.flac
│   │   │   │   ├── 1.12 - Don't Get Lost In Heaven (Demo).flac
│   │   │   │   ├── 1.13 - Stop the dams.flac
│   │   │   │   ├── 1.14 - Samba At 13.flac
│   │   │   │   └── 1.15 - Film Trailer Music.flac
│   │   │   └── CD 2
│   │   │       ├── 2.01 - Dare (DFA Remix).flac
│   │   │       ├── 2.02 - Feel Good Inc. (Stanton Warriors Remix).flac
│   │   │       ├── 2.03 - Kids With Guns (Jamie T's Turn to Monsters Mix).flac
│   │   │       ├── 2.04 - Dare (Soulwax remix).flac
│   │   │       ├── 2.05 - Kids With Guns (Hot Chip Remix).flac
│   │   │       ├── 2.06 - El Manana (Metromony Remix).flac
│   │   │       ├── 2.07 - Dare (Junior Sanchez Remix).flac
│   │   │       ├── 2.08 - Dirty Harry (Schtung Chinese New Year Remix).flac
│   │   │       └── 2.09 - Kids With Guns (Quiet Village Remix).flac
│   │   ├── 2010 - Plastic Beach
│   │   │   ├── 01 Orchestral Intro (feat. Sinfonia Viva).flac
│   │   │   ├── 02 Welcome to the World of the Plastic Beach (feat. Snoop Dogg & Hypnotic Brass Ensemble).flac
│   │   │   ├── 03 White Flag (feat. Bashy, Kano & the National Orchestra for Arabic Music).flac
│   │   │   ├── 04 Rhinestone Eyes.flac
│   │   │   ├── 05 Stylo (feat. Mos Def & Bobby Womack).flac
│   │   │   ├── 06 Superfast Jellyfish (feat. Gruff Rhys & De La Soul).flac
│   │   │   ├── 07 Empire Ants (feat. Little Dragon).flac
│   │   │   ├── 08 Glitter Freeze (feat. Mark E Smith).flac
│   │   │   ├── 09 Some Kind of Nature (feat. Lou Reed).flac
│   │   │   ├── 10 On Melancholy Hill.flac
│   │   │   ├── 11 Broken.flac
│   │   │   ├── 12 Sweepstakes (feat. Mos Def & Hypnotic Brass Ensemble).flac
│   │   │   ├── 13 Plastic Beach (feat. Mick Jones & Paul Simonon).flac
│   │   │   ├── 14 To Binge (feat. Little Dragon).flac
│   │   │   ├── 15 Cloud of Unknowing (feat. Bobby Womack & Sinfonia Viva).flac
│   │   │   ├── 16 Pirate Jet.flac
│   │   │   ├── 17 Pirate's Progress.flac
│   │   │   └── 18 Three Hearts, Seven Seas, Twelve Moons.flac
│   │   ├── 2010 - Plastic Beach (Experience Edition)
│   │   │   ├── 01 - Orchestral Intro.flac
│   │   │   ├── 02 - Welcome to the World of the Plastic Beach.flac
│   │   │   ├── 03 - White Flag.flac
│   │   │   ├── 04 - Rhinestone Eyes.flac
│   │   │   ├── 05 - Stylo.flac
│   │   │   ├── 06 - Superfast Jellyfish.flac
│   │   │   ├── 07 - Empire Ants.flac
│   │   │   ├── 08 - Glitter Freeze.flac
│   │   │   ├── 09 - Some Kind of Nature.flac
│   │   │   ├── 10 - On Melancholy Hill.flac
│   │   │   ├── 11 - Broken.flac
│   │   │   ├── 12 - Sweepstakes.flac
│   │   │   ├── 13 - Plastic Beach.flac
│   │   │   ├── 14 - To Binge.flac
│   │   │   ├── 15 - Cloud of Unknowing.flac
│   │   │   └── 16 - Pirate Jet.flac
│   │   ├── 2017 - Humanz (Deluxe)
│   │   │   ├── 01 - Intro- I Switched My Robot Off.flac
│   │   │   ├── 02 - Ascension (feat. Vince Staples).flac
│   │   │   ├── 03 - Strobelite (feat. Peven Everett).flac
│   │   │   ├── 04 - Saturnz Barz (feat. Popcaan).flac
│   │   │   ├── 05 - Momentz (feat. De La Soul).flac
│   │   │   ├── 06 - Interlude- The Non-conformist Oath.flac
│   │   │   ├── 07 - Submission (feat. Danny Brown & Kelela).flac
│   │   │   ├── 08 - Charger (feat. Grace Jones).flac
│   │   │   ├── 09 - Interlude- Elevator Going Up.flac
│   │   │   ├── 10 - Andromeda (feat. D.R.A.M.).flac
│   │   │   ├── 11 - Busted and Blue.flac
│   │   │   ├── 12 - Interlude- Talk Radio.flac
│   │   │   ├── 13 - Carnival (feat. Anthony Hamilton).flac
│   │   │   ├── 14 - Let Me Out (feat. Mavis Staples & Pusha T).flac
│   │   │   ├── 15 - Interlude- Penthouse.flac
│   │   │   ├── 16 - Sex Murder Party (feat. Jamie Principle & Zebra Katz).flac
│   │   │   ├── 17 - She's My Collar (feat. Kali Uchis).flac
│   │   │   ├── 18 - Interlude- The Elephant.flac
│   │   │   ├── 19 - Hallelujah Money (feat. Benjamin Clementine).flac
│   │   │   ├── 20 - We Got The Power (feat. Jehnny Beth).flac
│   │   │   ├── 21 - Interlude- New World.flac
│   │   │   ├── 22 - The Apprentice (feat. Rag'N'Bone Man, Zebra Katz & RAY BLK).flac
│   │   │   ├── 23 - Halfway To The Halfway House (feat. Peven Everett).flac
│   │   │   ├── 24 - Out Of Body (feat. Kilo Kish, Zebra Katz & Imani Vonsha).flac
│   │   │   ├── 25 - Ticker Tape (feat. Carly Simon & Kali Uchis).flac
│   │   │   ├── 26 - Circle Of Friendz (feat. Brandon Markell Holmes).flac
│   │   │   ├── 27 Andromeda - D.R.A.M. Special.flac
│   │   │   └── 28 Busted And Blue - Faia Younan Special.flac
│   │   ├── 2018 - The Now Now
│   │   │   ├── 01 Humility.flac
│   │   │   ├── 02 Tranz.flac
│   │   │   ├── 03 Hollywood.flac
│   │   │   ├── 04 Kansas.flac
│   │   │   ├── 05 Sorcererz.flac
│   │   │   ├── 06 Idaho.flac
│   │   │   ├── 07 Lake Zurich.flac
│   │   │   ├── 08 Magic City.flac
│   │   │   ├── 09 Fire Flies.flac
│   │   │   ├── 10 One Percent.flac
│   │   │   └── 11 Souk Eye.flac
│   │   ├── 2020 - Song Machine Season One FLAC
│   │   │   ├── 01 Strange Timez.flac
│   │   │   ├── 02 The Valley Of The Pagans.flac
│   │   │   ├── 03 The Lost Chord.flac
│   │   │   ├── 04 Pac-Man.flac
│   │   │   ├── 05 Chalk Tablet Towers.flac
│   │   │   ├── 06 The Pink Phantom.flac
│   │   │   ├── 07 Aries.flac
│   │   │   ├── 08 Friday 13th.flac
│   │   │   ├── 09 Dead Butterflies.flac
│   │   │   ├── 10 Désolé.flac
│   │   │   ├── 11 Momentary Bliss.flac
│   │   │   ├── 12 Opium.flac
│   │   │   ├── 13 Simplicity.flac
│   │   │   ├── 14 Severed Head.flac
│   │   │   ├── 15 With Love To An Ex.flac
│   │   │   ├── 16 MLS.flac
│   │   │   ├── 17 How Far-.flac
│   │   │   └── 18 Taxi Back To 80s Reykjavík.flac
│   │   └── 2020 - The Fall
│   │       ├── 01 Phoner To Arizona.flac
│   │       ├── 02 Revolving Doors.flac
│   │       ├── 03 Hillbilly Man.flac
│   │       ├── 04 Detroit.flac
│   │       ├── 05 Shy-Town.flac
│   │       ├── 06 Little Pink Plastic Bags.flac
│   │       ├── 07 The Joplin Spider.flac
│   │       ├── 08 The Parish Of Space Dust.flac
│   │       ├── 09 The Snake In Dallas.flac
│   │       ├── 10 Amarillo.flac
│   │       ├── 11 The Speak It Mountains.flac
│   │       ├── 12 Aspen Forest.flac
│   │       ├── 13 Bobby In Phoenix.flac
│   │       ├── 14 California & The Slipping Of The Sun.flac
│   │       └── 15 Seattle Yodel.flac
│   ├── Compilations
│   │   ├── 2007 - 25 Greatest Hits
│   │   │   ├── 01. Gorillaz – Kids With Guns.flac
│   │   │   ├── 02. Gorillaz – Five Four.flac
│   │   │   ├── 03. Gorillaz – O Green World.flac
│   │   │   ├── 04. Gorillaz – Clint Eastwood (Single Edit).flac
│   │   │   ├── 05. Gorillaz – Dirty Harry.flac
│   │   │   ├── 06. Gorillaz – Feel Good Inc..flac
│   │   │   ├── 07. Gorillaz – 19-2000.flac
│   │   │   ├── 08. Gorillaz – Faust.flac
│   │   │   ├── 09. Gorillaz – Demon Days Intro.flac
│   │   │   ├── 10. Gorillaz – Last Living Souls.flac
│   │   │   ├── 11. Gorillaz – Re-Hash.flac
│   │   │   ├── 12. Gorillaz – Dare.flac
│   │   │   ├── 13. Gorillaz – Slow Country.flac
│   │   │   ├── 14. Gorillaz – Left Hand Suzuki Method.flac
│   │   │   ├── 15. Gorillaz – All Alone.flac
│   │   │   ├── 16. Gorillaz – Punk.flac
│   │   │   ├── 17. Gorillaz – Film Music.flac
│   │   │   ├── 18. Gorillaz – Don't Get Lost In Heaven.flac
│   │   │   ├── 19. Gorillaz – Hip Albatross.flac
│   │   │   ├── 20. Gorillaz – Fire Coming Out Of The Monkey's Head.flac
│   │   │   ├── 21. Gorillaz – Starshine.flac
│   │   │   ├── 22. Gorillaz – White Light.flac
│   │   │   ├── 23. Gorillaz – 12D3.flac
│   │   │   ├── 24. Gorillaz – November Has Come.flac
│   │   │   └── 25. Gorillaz – Tomorrow Comes Today.flac
│   │   └── 2011 - The Singles Collection 2001-2011 FLAC
│   │       ├── 01 Tomorrow Comes Today.flac
│   │       ├── 02 Clint Eastwood.flac
│   │       ├── 03 19-2000.flac
│   │       ├── 04 Rock The House.flac
│   │       ├── 05 Feel Good Inc.flac
│   │       ├── 06 DARE.flac
│   │       ├── 07 Dirty Harry.flac
│   │       ├── 08 Kids With Guns.flac
│   │       ├── 09 El Manana.flac
│   │       ├── 10 Stylo.flac
│   │       ├── 11 Superfast Jellyfish.flac
│   │       ├── 12 On Melancholy Hill.flac
│   │       ├── 13 Doncamatic.flac
│   │       ├── 14 Clint Eastwood (Ed Case & Sweetie Irie Refix).flac
│   │       └── 15 19-2000 (Soulchild Remix).flac
│   ├── Gorilla [Walmington-on-Sea, UK]
│   │   ├── 2001 - Maximum Riff Mania
│   │   │   ├── 01. Good Time Rockin.mp3
│   │   │   ├── 02. Coxsackie.mp3
│   │   │   ├── 03. Roachend Salad.mp3
│   │   │   ├── 04. She's Got a Car.mp3
│   │   │   ├── 05. Buzzard.mp3
│   │   │   ├── 06. Nowhere To Go But Down.mp3
│   │   │   ├── 07. Acorn Brain.mp3
│   │   │   ├── 08. Forty Winks.mp3
│   │   │   ├── 09. Day Blindness.mp3
│   │   │   ├── 10. Iron Ball.mp3
│   │   │   └── Cover.jpg
│   │   ├── 2003 - Demon Seed (Single)
│   │   │   └── 01. Demon Seed.mp3
│   │   ├── 2004 - Gimme Some
│   │   │   ├── 01. Just Wanna Rock.mp3
│   │   │   ├── 02. Trampus.mp3
│   │   │   ├── 03. Rok Orl Night.mp3
│   │   │   ├── 04. Vesuvius.mp3
│   │   │   ├── 05. Double Neat.mp3
│   │   │   ├── 06. Gimme Some Gorilla.mp3
│   │   │   ├── 07. Negative Space.mp3
│   │   │   ├── 08. Oaken Mind.mp3
│   │   │   ├── 09. I'm Dirty.mp3
│   │   │   └── Covers
│   │   │       ├── Back.jpg
│   │   │       ├── Booklet 01.jpg
│   │   │       ├── Inlay.jpg
│   │   │       └── Web Cover.jpg
│   │   ├── 2007 - Rock Our Souls
│   │   │   ├── 01. Come On Now.mp3
│   │   │   ├── 02. Vulture Tree.mp3
│   │   │   ├── 03. Bludd Sucker.mp3
│   │   │   ├── 04. Preying Menace.mp3
│   │   │   ├── 05. Rock R Soles.mp3
│   │   │   ├── 06. Sand.mp3
│   │   │   ├── 07. Hot Cars.mp3
│   │   │   ├── 08. High N Mighty.mp3
│   │   │   └── Covers
│   │   │       ├── Back.jpg
│   │   │       ├── Booklet 02.jpg
│   │   │       ├── Inside.jpg
│   │   │       └── Web Cover.jpeg
│   │   └── 2016 - Gorilla vs Grifter (Split)
│   │       ├── 01. Gorilla - Both Barrells.mp3
│   │       ├── 02. Gorilla - Slay Rider.mp3
│   │       ├── 03. Gorilla - Grind Yer Down.mp3
│   │       ├── 04. Gorilla - Three Squeeler.mp3
│   │       ├── 05. Grifter - Failing Asleep.mp3
│   │       ├── 06. Grifter - Paige Turner.mp3
│   │       ├── 07. Grifter - Hi Waisted.mp3
│   │       └── 08. Grifter - Me Love.mp3
│   ├── Gorillaz - Discography + Song Machine S01 (2001 - 2020) 320 kbps
│   │   ├── Gorillaz - Demon Days
│   │   │   ├── 01 Intro.mp3
│   │   │   ├── 02 Last Living Souls.mp3
│   │   │   ├── 03 Kids With Guns.mp3
│   │   │   ├── 04 O Green World.mp3
│   │   │   ├── 05 Dirty Harry.mp3
│   │   │   ├── 06 Feel Good Inc.mp3
│   │   │   ├── 07 El Mañana.mp3
│   │   │   ├── 08 Every Planet We Reach Is Dead.mp3
│   │   │   ├── 09 November Has Come.mp3
│   │   │   ├── 10 All Alone.mp3
│   │   │   ├── 11 White Light.mp3
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│   │   ├── Gotan_Project-Lunatico-Trasera.jpg
│   │   ├── Gotan.Project.Lunatico.txt
│   │   └── Thumbs.db
│   └── Tango 3.0
│       ├── Gotan Project1.jpg
│       ├── Gotan Project2.jpg
│       ├── Gotan Project3.jpg
│       ├── Gotan Project4.jpg
│       ├── Gotan Project.jpg
│       ├── Gotan Project - Tango 3.0.cue
│       ├── Gotan Project - Tango 3.0.flac
│       ├── Gotan Project - Tango 3.0.log
│       └── Thumbs.db
├── Greatest Ever Sixties
│   ├── Greatest Ever Sixties - CD1
│   │   ├── 00.Greatest Ever Sixties - CD1.jpg
│   │   ├── 01.The Monkees - I'm A Believer.flac
│   │   ├── 02.Billy J. Kramer & The Dakotas - Little Children.flac
│   │   ├── 03.Freddie & The Dreamers - I'm Telling You Now.flac
│   │   ├── 04.Gerry & The Pacemakers - You'll Never Walk Alone.flac
│   │   ├── 05.Herman's Hermits - There's A Kind Of Hush (All Over The World).flac
│   │   ├── 06.The Hollies - Carrie Anne.flac
│   │   ├── 07.The Honeycombs - Have I The Right.flac
│   │   ├── 08.Tommy James & The Shondells - I Think We're Alone Now.flac
│   │   ├── 09.Cliff Richard - Do You Wanna Dance.flac
│   │   ├── 10.Love Affair - Everlasting Love.flac
│   │   ├── 11.Hedgehoppers Anonymous - It's Good News Week.flac
│   │   ├── 12.The Moody Blues - Go Now!.flac
│   │   ├── 13.Petula Clark - Downtown.flac
│   │   ├── 14.Status Quo - Pictures Of Matchstick Men.flac
│   │   ├── 15.The Searchers - Sugar & Spice.flac
│   │   ├── 16.A New Generation - Smokey Blues Away.flac
│   │   ├── 17.Dionne Warwick - What The World Needs Now Is Love.flac
│   │   ├── 18.The Everly Brothers - The Price Of Love.flac
│   │   ├── 19.Tom Rush - No Regrets.flac
│   │   └── 20.Sonny & Cher - Tell Him.flac
│   ├── Greatest Ever Sixties - CD2
│   │   ├── 00.Greatest Ever Sixties - CD2
│   │   ├── 01.The Drifters - Under The Boardwalk.flac
│   │   ├── 02.Sam & Dave - Hold On, I'm Comin'.flac
│   │   ├── 03.Aretha Franklin - I Say A Little Prayer.flac
│   │   ├── 04.Ben E. King - Spanish Harlem.flac
│   │   ├── 05.Bob & Earl - Harlem Shuffle.flac
│   │   ├── 06.Percy Sledge - Warm & Tender Love.flac
│   │   ├── 07.Booker T & The MG's - Green Onions.flac
│   │   ├── 08.Otis Redding - Try A Little Tenderness.flac
│   │   ├── 09.Archie Bell & The Drells - Tighten Up.flac
│   │   ├── 10.Gene Latter - Sign On The Dotted Line.flac
│   │   ├── 11.Love Affair - Bringing On Back The Good Times.flac
│   │   ├── 12.Foundations - Baby Now That I've Found You.flac
│   │   ├── 13.Marmalade - Lovin' Things.flac
│   │   ├── 14.Frankie Valli & The Four Seasons - Walk Like A Man.flac
│   │   ├── 15.Julie Grant - Count On Me.flac
│   │   ├── 16.Twinkle - Terry.flac
│   │   ├── 17.Jackie Trent - Autumn Leaves.flac
│   │   ├── 18.Chad & Jeremy - Willow Weep For Me.flac
│   │   ├── 19.Consortium - All The Love In The World.flac
│   │   └── 20.Jimmy James & The Vagabonds - Red Red Wine.flac
│   ├── Greatest Ever Sixties - CD3
│   │   ├── 00.Greatest Ever Sixties - CD3.jpg
│   │   ├── 01.The Tremeloes - Slience Is Golden.flac
│   │   ├── 02.The Searchers - Goodbye My Love.flac
│   │   ├── 03.David & Jonathan - Lovers Of The World Unite.flac
│   │   ├── 04.The Seekers - Georgy Girl.flac
│   │   ├── 05.The Ivy League - Funny How Love Can Be.flac
│   │   ├── 06.David Garrick - Dear Mrs Applebee.flac
│   │   ├── 07.Helen Shapiro - You Don't Know.flac
│   │   ├── 08.Cilla Black - You're My World.flac
│   │   ├── 09.Matt Monro - From Russia With Love.flac
│   │   ├── 10.Shirley Bassey - Goldfinger.flac
│   │   ├── 11.The Shadows - Atlantis.flac
│   │   ├── 12.Heinz - Just Like Eddie.flac
│   │   ├── 13.Joe Brown & The Bruvvers - It Only Took A Minute.flac
│   │   ├── 14.Lonnie Donegan - Have A Drink On Me.flac
│   │   ├── 15.Tom Paxton - The Last Thing On My Mind.flac
│   │   ├── 16.Bobby Darin - Things.flac
│   │   ├── 17.Jimmy Justice - Ain't That Funny.flac
│   │   ├── 18.The Brook Brothers - Ain't Gonna Wash For A Week.flac
│   │   ├── 19.Mark Wynter - Venus In Blue Jeans.flac
│   │   └── 20.Mike Sarne - Come Outside.flac
│   ├── Greatest Ever Sixties - CD4
│   │   ├── 00.Greatest Ever Sixties - CD4.jpg
│   │   ├── 01.Jeff Beck - Hi Ho Silver Lining.flac
│   │   ├── 02.The Monkees - Daydream Believer.flac
│   │   ├── 03.The Animals - The House Of The Rising Sun.flac
│   │   ├── 04.Iron Butterfly - In A Gadda Da Vida.flac
│   │   ├── 05.Vanilla Fudge - You Keep Me Hangin' On.flac
│   │   ├── 06.Deep Purple - Hush.flac
│   │   ├── 07.The Spencer Davis Group - Time Seller.flac
│   │   ├── 08.Status Quo - Ice In The Sun.flac
│   │   ├── 09.Keith West - Excerpt From A Teenage Opera.flac
│   │   ├── 10.The Beau Brummels - Laugh Laugh.flac
│   │   ├── 11.Love - The Red Telephone.flac
│   │   ├── 12.The Action - I'll Keep Holding On.flac
│   │   ├── 13.Billy Thorpe & The Aztecs - I Told The Brook.flac
│   │   ├── 14.Bert Jansch - Angie.flac
│   │   ├── 15.Donovan - Turquoise.flac
│   │   ├── 16.The Bystanders - 98.6.flac
│   │   ├── 17.The Young Rascals - Good Lovin'.flac
│   │   ├── 18.The Rockin' Berries - Poor Man's Son.flac
│   │   ├── 19.Arlo Guthrie - The Motorcycle Song.flac
│   │   └── 20.The Bonzo Dog Band - I'm The Urban Spaceman.flac
│   ├── Greatest Ever Sixties - Cover - Back.jpg
│   ├── Greatest Ever Sixties - Cover - Front.jpg
│   ├── Greatest Ever Sixties.nfo
│   ├── Torrent_downloaded_from_Demonoid.is_.txt
│   └── Torrent Uploaded To 1337x.txt
├── Hans Zimmer
│   ├── A League Of Their Own
│   │   └── Recording Sessions
│   │       ├── 01 - Hans Zimmer - Main Titles.mp3
│   │       ├── 02 - Hans Zimmer - War Commercial.mp3
│   │       ├── 03 - Hans Zimmer - Race To The House.mp3
│   │       ├── 04 - Hans Zimmer - The Station And The Field.mp3
│   │       ├── 05 - Hans Zimmer - Training Playoffs.mp3
│   │       ├── 06 - Hans Zimmer - Welcome To Jimmy's Ballgame.mp3
│   │       ├── 07 - Hans Zimmer - Diamond Gals.mp3
│   │       ├── 08 - Hans Zimmer - The Sud's Bucket.mp3
│   │       ├── 09 - Hans Zimmer - Heaven's Just A Ballpark Win Away.mp3
│   │       ├── 10 - Hans Zimmer - Win The Crowd.mp3
│   │       ├── 11 - Hans Zimmer - The Telegram.mp3
│   │       ├── 12 - Hans Zimmer - The Playoffs - The Prayer.mp3
│   │       ├── 13 - Hans Zimmer - The Final Game.mp3
│   │       ├── 14 - Hans Zimmer - Sisters Say Goodbye.mp3
│   │       └── 15 - Hans Zimmer - Life Goes On.mp3
│   ├── An Everlasting Piece
│   │   ├── 01 - Repo Man.mp3
│   │   ├── 02 - The Demon Barber Of Dublin.mp3
│   │   ├── 03 - One Hundred And Ninety.mp3
│   │   ├── 04 - Day Job.mp3
│   │   ├── 05 - You Gotta Lose To Win.mp3
│   │   ├── 06 - Toupee Or Not Toupee.mp3
│   │   ├── 07 - The Rant.mp3
│   │   ├── 08 - Glass Slipper.mp3
│   │   ├── 09 - I'm A Dick.mp3
│   │   ├── 10 - It Takes A Woman.mp3
│   │   ├── 11 - The Piecemaker.mp3
│   │   ├── 12 - Piece On Earth.mp3
│   │   ├── 13 - The Piece People.mp3
│   │   ├── 14 - Fxxkin' Genius.mp3
│   │   ├── 15 - Piece Offering.mp3
│   │   └── 16 - Jiggy's Last Jam.mp3
│   ├── As Good As It Gets
│   │   └── OST
│   │       ├── 01.mp3
│   │       ├── 02.mp3
│   │       ├── 03.mp3
│   │       ├── 04.mp3
│   │       ├── 05.mp3
│   │       ├── 06.mp3
│   │       ├── 07.mp3
│   │       ├── 08.mp3
│   │       ├── 09.mp3
│   │       ├── 10.mp3
│   │       ├── 11.mp3
│   │       ├── 12.mp3
│   │       └── 13.mp3
│   ├── A World Apart
│   │   ├── 01 - The Messias Choir - Nkosi Sikelela I Afrika.mp3
│   │   ├── 02 - Hans Zimmer - A World Apart Suite.mp3
│   │   ├── 03 - The Messias Choir - Zithulele Mama.mp3
│   │   ├── 04 - Hans Zimmer - Amandla.mp3
│   │   ├── 05 - Lovemore Majaivana - The Pennywhistle Song.mp3
│   │   ├── 06 - Lovemore Majaivana - Let's Twist Again.mp3
│   │   ├── 07 - Lovemore Majaivana - Bhayakala.mp3
│   │   ├── 08 - Hans Zimmer - Molly's Theme.mp3
│   │   └── 09 - Hans Zimmer - A World Apart - End Title.mp3
│   ├── Backdraft
│   │   ├── 01 - Bruce Hornsby - Set Me in Motion.mp3
│   │   ├── 02 - Hans Zimmer - Fighting 17th.mp3
│   │   ├── 03 - Hans Zimmer - Brothers.mp3
│   │   ├── 04 - Hans Zimmer - The Arsonist's Waltz.mp3
│   │   ├── 05 - Hans Zimmer - 335.mp3
│   │   ├── 06 - Hans Zimmer - Burn It All.mp3
│   │   ├── 07 - Hans Zimmer - ''You Go, We Go''.mp3
│   │   ├── 08 - Hans Zimmer - Fahrenheit.mp3
│   │   ├── 09 - Hans Zimmer - Show Me Your Firetruck.mp3
│   │   └── 10 - Bruce Hornsby - Set Me In Motion.mp3
│   ├── Batman Begins
│   │   ├── Expanded Score
│   │   │   ├── CD 1
│   │   │   │   ├── 01 - Hans Zimmer & James Newton Howard - Travelling the world.mp3
│   │   │   │   ├── 02 - Hans Zimmer & James Newton Howard - Gotham.mp3
│   │   │   │   ├── 03 - Hans Zimmer & James Newton Howard - Fatefull night.mp3
│   │   │   │   ├── 04 - Hans Zimmer & James Newton Howard - Training.mp3
│   │   │   │   ├── 05 - Hans Zimmer & James Newton Howard - Not home for long.mp3
│   │   │   │   ├── 06 - Hans Zimmer & James Newton Howard - Vengeance.mp3
│   │   │   │   ├── 07 - Hans Zimmer & James Newton Howard - The test.mp3
│   │   │   │   ├── 08 - Hans Zimmer & James Newton Howard - What is necessary.mp3
│   │   │   │   ├── 09 - Hans Zimmer & James Newton Howard - The cave.mp3
│   │   │   │   ├── 10 - Hans Zimmer & James Newton Howard - Where are you.mp3
│   │   │   │   ├── 11 - Hans Zimmer & James Newton Howard - Lighten up.mp3
│   │   │   │   ├── 12 - Hans Zimmer & James Newton Howard - Preparing - Birthday (album edit).mp3
│   │   │   │   ├── 13 - Hans Zimmer & James Newton Howard - The chase.mp3
│   │   │   │   └── 14 - Hans Zimmer & James Newton Howard - A narrows rescue.mp3
│   │   │   └── CD 2
│   │   │       ├── 01 - Hans Zimmer & James Newton Howard - Masks - Rebuilding - Never Have To.mp3
│   │   │       ├── 02 - Hans Zimmer & James Newton Howard - End credits.mp3
│   │   │       ├── 03 - Hans Zimmer & James Newton Howard - Augustus (trailer music #1).mp3
│   │   │       ├── 04 - Hans Zimmer & James Newton Howard - Monk With Bell (trailer music #2).mp3
│   │   │       ├── 05 - Hans Zimmer & James Newton Howard - Eptesicus (album edit).mp3
│   │   │       ├── 06 - Hans Zimmer & James Newton Howard - Macrotus (album edit).mp3
│   │   │       ├── 07 - Hans Zimmer & James Newton Howard - Lasiurus (album edit).mp3
│   │   │       ├── 08 - Hans Zimmer & James Newton Howard - Barbastella (album edit).mp3
│   │   │       └── 09 - Hans Zimmer & James Newton Howard - Medley Suite (media edit).mp3
│   │   └── Soundtrack
│   │       ├── 01 - Hans Zimmer & James Newton Howard - Vespertilio.mp3
│   │       ├── 02 - Hans Zimmer & James Newton Howard - Eptesicus.mp3
│   │       ├── 03 - Hans Zimmer & James Newton Howard - Myotis.mp3
│   │       ├── 04 - Hans Zimmer & James Newton Howard - Barbastella.mp3
│   │       ├── 05 - Hans Zimmer & James Newton Howard - Artibeus.mp3
│   │       ├── 06 - Hans Zimmer & James Newton Howard - Tadarida.mp3
│   │       ├── 07 - Hans Zimmer & James Newton Howard - Macrotus.mp3
│   │       ├── 08 - Hans Zimmer & James Newton Howard - Antrozous.mp3
│   │       ├── 09 - Hans Zimmer & James Newton Howard - Nycteris.mp3
│   │       ├── 10 - Hans Zimmer & James Newton Howard - Molossus.mp3
│   │       ├── 11 - Hans Zimmer & James Newton Howard - Corynorhinus.mp3
│   │       └── 12 - Hans Zimmer & James Newton Howard - Lasiurus.mp3
│   ├── Beyond Rangoon
│   │   ├── 01 - Waters Of Irrawaddy.mp3
│   │   ├── 02 - Memories Of The Dead.mp3
│   │   ├── 03 - I Dreamt I Woke Up.mp3
│   │   ├── 04 - Freedom From Fear.mp3
│   │   ├── 05 - Brother Morphine.mp3
│   │   ├── 06 - Our Ways Will Part.mp3
│   │   ├── 07 - Village Under Siege.mp3
│   │   └── 08 - Beyond Rangoon.mp3
│   ├── Bird On A Wire
│   │   └── Score
│   │       ├── 01 - Hans Zimmer - The Final Fight - Mr Wriggley Is Back.mp3
│   │       ├── 02 - Hans Zimmer - In The Zoo.mp3
│   │       ├── 03 - Hans Zimmer - Duelling Tigers.mp3
│   │       ├── 04 - Hans Zimmer - Love Scene.mp3
│   │       ├── 05 - Hans Zimmer - Dark Intensions - The Arrival.mp3
│   │       ├── 06 - Hans Zimmer - Way To The Zoo.mp3
│   │       ├── 07 - Hans Zimmer - Police Chase.mp3
│   │       ├── 08 - Hans Zimmer - Main Theme.mp3
│   │       ├── 09 - Hans Zimmer - Bank Robbery - Motorcycle Chase.mp3
│   │       ├── 10 - Hans Zimmer - On The Journey 1.mp3
│   │       ├── 11 - Hans Zimmer - Researches.mp3
│   │       ├── 12 - Hans Zimmer - On The Journey 2.mp3
│   │       ├── 13 - Hans Zimmer - Jamies Death.mp3
│   │       ├── 14 - Hans Zimmer - The Aim.mp3
│   │       ├── 15 - Hans Zimmer - Ricks Computer File.mp3
│   │       ├── 16 - Hans Zimmer - Erasing Ricks File.mp3
│   │       ├── 17 - Hans Zimmer - Memories.mp3
│   │       ├── 18 - Hans Zimmer - Gas-Station Shootout.mp3
│   │       ├── 19 - Hans Zimmer - Hotel Escape.mp3
│   │       ├── 20 - Hans Zimmer - Rick Is Back - Burning Gas-Station.mp3
│   │       └── 21 - Hans Zimmer - Air Combat.mp3
│   ├── Black Hawk Down
│   │   ├── Complete Score
│   │   │   ├── CD 1
│   │   │   │   ├── 01 - Hans Zimmer - Somalia 1993 - Hunger Is The Weapon.mp3
│   │   │   │   ├── 02 - Hans Zimmer - Leaving - Ambush.mp3
│   │   │   │   ├── 03 - Rachid Taha - Barra Barra.mp3
│   │   │   │   ├── 04 - Hans Zimmer - October 3Rd - Pray.mp3
│   │   │   │   ├── 05 - Hans Zimmer - Preparing To Go To Bakara.mp3
│   │   │   │   ├── 06 - Hans Zimmer - Bakara.mp3
│   │   │   │   ├── 07 - Hans Zimmer - Missing - Synchrotone.mp3
│   │   │   │   ├── 08 - Hans Zimmer - Synchrotone(Alternate).mp3
│   │   │   │   ├── 09 - Hans Zimmer - Militia Is Coming.mp3
│   │   │   │   ├── 10 - Hans Zimmer - Super 61 Down.mp3
│   │   │   │   ├── 11 - Hans Zimmer - Mogadishu Blues.mp3
│   │   │   │   ├── 12 - Hans Zimmer - We Got A Black Hawk Down.mp3
│   │   │   │   ├── 13 - Hans Zimmer - Ashes To Ashes.mp3
│   │   │   │   ├── 14 - Hans Zimmer - He's Dead - Cover Fire.mp3
│   │   │   │   ├── 15 - Hans Zimmer - Night Battle - Cavalry.mp3
│   │   │   │   └── 16 - Hans Zimmer - Truck Battle Over The Streets Of Mogadishu.mp3
│   │   │   ├── CD 2
│   │   │   │   ├── 01 - Hans Zimmer - Leave No Man Behind.mp3
│   │   │   │   ├── 02 - Hans Zimmer - Wounded - Holding On.mp3
│   │   │   │   ├── 03 - Hans Zimmer - Of The Earth.mp3
│   │   │   │   ├── 04 - Hans Zimmer - Vale Of Plenty.mp3
│   │   │   │   ├── 05 - Hans Zimmer - Chalk Four Advances.mp3
│   │   │   │   ├── 06 - Hans Zimmer - Still.mp3
│   │   │   │   ├── 07 - Hans Zimmer - Chant.mp3
│   │   │   │   ├── 08 - Hans Zimmer - The Rescue.mp3
│   │   │   │   ├── 09 - Hans Zimmer - Cover Fire.mp3
│   │   │   │   ├── 10 - Hans Zimmer - The Convoy Arrives - Rolling Out.mp3
│   │   │   │   ├── 11 - Hans Zimmer - Gortoz A Ran - J'attends.mp3
│   │   │   │   ├── 12 - Hans Zimmer - Tribal War.mp3
│   │   │   │   ├── 13 - Hans Zimmer - Nobody Asks To Be A Hero.mp3
│   │   │   │   ├── 14 - Hans Zimmer - Still Reprise.mp3
│   │   │   │   └── 15 - Hans Zimmer - End Credits.mp3
│   │   │   └── CD 3
│   │   │       ├── 01 - Hans Zimmer - The Weapon - Hunger (Featuring Josh Hartnett).mp3
│   │   │       ├── 02 - Hans Zimmer - Black Hawk Down Live Demos.mp3
│   │   │       ├── 03 - Hans Zimmer - Mogadishu Montage.mp3
│   │   │       ├── 04 - Hans Zimmer - Score Montage I.mp3
│   │   │       └── 05 - Hans Zimmer - Score Montage II.mp3
│   │   └── Soundtrack
│   │       ├── 01 - Hans Zimmer - Hunger.mp3
│   │       ├── 02 - Rachid Taha - Barra Barra.mp3
│   │       ├── 03 - Hans Zimmer - Vale of Plenty.mp3
│   │       ├── 04 - Hans Zimmer - Chant.mp3
│   │       ├── 05 - Hans Zimmer - Still.mp3
│   │       ├── 06 - Hans Zimmer - Mogadishu Blues.mp3
│   │       ├── 07 - Hans Zimmer - Synchrotone.mp3
│   │       ├── 08 - Hans Zimmer - Bakara.mp3
│   │       ├── 09 - Hans Zimmer - Of the Earth.mp3
│   │       ├── 10 - Hans Zimmer - Ashes to Ashes.mp3
│   │       ├── 11 - Denez Prigent and Gerrard - ''Gortoz A Ran - J'Attends''.mp3
│   │       ├── 12 - Hans Zimmer - Tribal War.mp3
│   │       ├── 13 - Hans Zimmer - Leave No Man Behind.mp3
│   │       ├── 14 - Joe Strummer and The Mescaleros - Minstrel Boy.mp3
│   │       └── 15 - Hans Zimmer - Still (Reprise).mp3
│   ├── Black Rain
│   │   ├── Expanded Score
│   │   │   ├── 01 - Hans Zimmer - The Restaurant - Sato.mp3
│   │   │   ├── 02 - Hans Zimmer - Through The Mirror.mp3
│   │   │   ├── 03 - Hans Zimmer - Osaka.mp3
│   │   │   ├── 04 - Hans Zimmer - The Handing Over.mp3
│   │   │   ├── 05 - Hans Zimmer - Black Rain.mp3
│   │   │   ├── 06 - Hans Zimmer - The Club.mp3
│   │   │   ├── 07 - Hans Zimmer - Joyce's Theme.mp3
│   │   │   ├── 08 - Hans Zimmer - Motorcycle Gang.mp3
│   │   │   ├── 09 - Hans Zimmer - The Photo - The Tip.mp3
│   │   │   ├── 10 - Hans Zimmer - Nick Steals The Money.mp3
│   │   │   ├── 11 - Hans Zimmer - Charlie Loses His Head.mp3
│   │   │   ├── 12 - Hans Zimmer - Sorrow.mp3
│   │   │   ├── 13 - Hans Zimmer - Outburst Of Rage.mp3
│   │   │   ├── 14 - Hans Zimmer - The Overshadow.mp3
│   │   │   ├── 15 - Hans Zimmer - Chase To The Steel Plant.mp3
│   │   │   ├── 16 - Hans Zimmer - The Steel Plant - Part 1.mp3
│   │   │   ├── 17 - Hans Zimmer - The Steel Plant - Part 2.mp3
│   │   │   ├── 18 - Hans Zimmer - The Steel Plant - Part 3.mp3
│   │   │   ├── 19 - Hans Zimmer - The Steel Plant - Part 4.mp3
│   │   │   ├── 20 - Hans Zimmer - Sugai - The Deal.mp3
│   │   │   ├── 21 - Hans Zimmer - Sato's Escape - Nick's Arrest.mp3
│   │   │   ├── 22 - Hans Zimmer - Nick's Decision.mp3
│   │   │   ├── 23 - Hans Zimmer - Nick's Confession - Waiting.mp3
│   │   │   ├── 24 - Hans Zimmer - Creep Up.mp3
│   │   │   ├── 25 - Hans Zimmer - The Yakuza Codex.mp3
│   │   │   ├── 26 - Hans Zimmer - The Final Confrontation.mp3
│   │   │   └── 27 - Hans Zimmer - Nick And Masa.mp3
│   │   └── OST
│   │       ├── 01 - Iggy Pop - Livin' On The Edge Of The Night.mp3
│   │       ├── 02 - UB40 - The Way You Do The Things You Do.mp3
│   │       ├── 03 - Soul II Soul - Back To Life (Jam On The Groove Mix).mp3
│   │       ├── 04 - Ryuichi Sakamoto - Laserman.mp3
│   │       ├── 05 - Les Rita Mitsouko & Sparks - Singing In The Shower.mp3
│   │       ├── 06 - Gregg Allman - I'll Be Holding On.mp3
│   │       ├── 07 - Hans Zimmer - Back Rain Suite - A) Sato.mp3
│   │       ├── 08 - Hans Zimmer - Back Rain Suite - B) Charlie Loses His Head.mp3
│   │       ├── 09 - Hans Zimmer - Back Rain Suite - C) Sugai.mp3
│   │       └── 10 - Hans Zimmer - Back Rain Suite - D) Nick And Masa.mp3
│   ├── Broken Arrow
│   │   └── Soundtrack
│   │       ├── 01 - Hans Zimmer - Brothers.mp3
│   │       ├── 02 - Hans Zimmer - Secure.mp3
│   │       ├── 03 - Hans Zimmer - Stealth.mp3
│   │       ├── 04 - Hans Zimmer - Mine.mp3
│   │       ├── 05 - Hans Zimmer - Nuke.mp3
│   │       ├── 06 - Hans Zimmer - Greed.mp3
│   │       ├── 07 - Hans Zimmer - Hammerhead.mp3
│   │       └── 08 - Hans Zimmer - Broken Arrow.mp3
│   ├── Calendar Girl
│   │   └── Score
│   │       ├── 01 - Hans Zimmer - The Calendar.mp3
│   │       ├── 02 - Hans Zimmer - 1962 About Girls.mp3
│   │       ├── 03 - Hans Zimmer - A Miracle Of Shape  Life Change.mp3
│   │       ├── 04 - Hans Zimmer - Holy Bible  Is Marilyn Time.mp3
│   │       ├── 05 - Hans Zimmer - Make History.mp3
│   │       ├── 06 - Hans Zimmer - Remember  Night Walk.mp3
│   │       ├── 07 - Hans Zimmer - It Must Be Her.mp3
│   │       ├── 08 - Hans Zimmer - The Beach.mp3
│   │       ├── 09 - Hans Zimmer - Problem With Brothers.mp3
│   │       ├── 10 - Hans Zimmer - Remember  The Fight.mp3
│   │       ├── 11 - Hans Zimmer - False Situation.mp3
│   │       ├── 12 - Hans Zimmer - She Said No.mp3
│   │       ├── 13 - Hans Zimmer - A Date In 20 Minutes.mp3
│   │       ├── 14 - Hans Zimmer - Counting Down The Years.mp3
│   │       └── 15 - Hans Zimmer - Finally.mp3
│   ├── Castaway
│   │   ├── 01 - Kate Bush -  Be Kind To Mistakes.mp3
│   │   ├── 02 - Hans Zimmer & Stanley Myers - Catamaran.mp3
│   │   ├── 03 - Brian Eno & John Hassel - Chemestry.mp3
│   │   ├── 04 - Hans Zimmer & Stanley Myers - Clair De Lune.mp3
│   │   ├── 05 - Hans Zimmer & Stanley Myers - Fatamorgana.mp3
│   │   ├── 06 - Hans Zimmer & Stanley Myers - End Titles.mp3
│   │   ├── 07 - Hans Zimmer & Stanley Myers - The Island.mp3
│   │   ├── 08 - Hans Zimmer & Stanley Myers - Memories Of Tangos.mp3
│   │   ├── 09 - Barry Guy - Healing.mp3
│   │   └── 10 - Hans Zimmer & Stanley Myers - Castaway.mp3
│   ├── Chicago Joe And The Showgirl
│   │   ├── Track 01.mp3
│   │   ├── Track 02.mp3
│   │   ├── Track 03.mp3
│   │   ├── Track 04.mp3
│   │   ├── Track 05.mp3
│   │   ├── Track 06.mp3
│   │   ├── Track 07.mp3
│   │   ├── Track 08.mp3
│   │   ├── Track 09.mp3
│   │   ├── Track 10.mp3
│   │   ├── Track 11.mp3
│   │   ├── Track 12.mp3
│   │   ├── Track 13.mp3
│   │   ├── Track 14.mp3
│   │   ├── Track 15.mp3
│   │   ├── Track 16.mp3
│   │   ├── Track 17.mp3
│   │   ├── Track 18.mp3
│   │   ├── Track 19.mp3
│   │   ├── Track 20.mp3
│   │   ├── Track 21.mp3
│   │   ├── Track 22.mp3
│   │   ├── Track 23.mp3
│   │   ├── Track 24.mp3
│   │   ├── Track 25.mp3
│   │   ├── Track 26.mp3
│   │   ├── Track 27.mp3
│   │   ├── Track 28.mp3
│   │   └── Track 29.mp3
│   ├── Chill Factor
│   │   ├── Chill Factor Demos
│   │   │   ├── 01 - Hans Zimmer & John Powell - Main.mp3
│   │   │   ├── 02 - Hans Zimmer & John Powell - Incoming.mp3
│   │   │   ├── 03 - Hans Zimmer & John Powell - Friendly Fishing.mp3
│   │   │   ├── 04 - Hans Zimmer & John Powell - Undercover.mp3
│   │   │   ├── 05 - Hans Zimmer & John Powell - Facilities (demo1).mp3
│   │   │   ├── 06 - Hans Zimmer & John Powell - Elvis.mp3
│   │   │   ├── 07 - Hans Zimmer & John Powell - Mason Confrontation.mp3
│   │   │   ├── 08 - Hans Zimmer & John Powell - Chase.mp3
│   │   │   ├── 09 - Hans Zimmer & John Powell - Facilities (demo2).mp3
│   │   │   ├── 10 - Hans Zimmer & John Powell - Run It.mp3
│   │   │   ├── 11 - Hans Zimmer & John Powell - Ladder Chase.mp3
│   │   │   ├── 12 - Hans Zimmer & John Powell - Got Elvis.mp3
│   │   │   └── 13 - Hans Zimmer & John Powell - End Credits.mp3
│   │   └── Score
│   │       ├── 01 - Hans Zimmer - Suite.mp3
│   │       └── 02 - Hans Zimmer - End Credits.mp3
│   ├── Cool Runnings
│   │   └── Soundtrack
│   │       ├── 01 - Wailing Souls - Wild Wild Life.mp3
│   │       ├── 02 - Jimmy Cliff - I Can See Clearly Now.mp3
│   │       ├── 03 - Diana King - Stir It Up.mp3
│   │       ├── 04 - Tiger - Cool Me Down.mp3
│   │       ├── 05 - Wailing Souls - Picky Picky Head.mp3
│   │       ├── 06 - Worl-A-Girl - Jamaican Bobsledding Chant.mp3
│   │       ├── 07 - Tony Rebel - Sweet Jamaica.mp3
│   │       ├── 08 - Super Cat - Dolly My Baby.mp3
│   │       ├── 09 - Wailing Souls - Love You Want.mp3
│   │       ├── 10 - Hans Zimmer - Countrylypso.mp3
│   │       └── 11 - Hans Zimmer - The Walk Home.mp3
│   ├── Crimson Tide
│   │   ├── Expanded Score
│   │   │   ├── 01 - Hans Zimmer - Opening & Conflict & Alabama.mp3
│   │   │   ├── 02 - Hans Zimmer - Resurrection.mp3
│   │   │   ├── 03 - Hans Zimmer - Little Ducks.mp3
│   │   │   ├── 04 - Hans Zimmer - 1SQ (Alternate).mp3
│   │   │   ├── 05 - Hans Zimmer - Mutiny.mp3
│   │   │   ├── 06 - Hans Zimmer - Day 12.mp3
│   │   │   ├── 07 - Hans Zimmer - 3... 2... 1....mp3
│   │   │   ├── 08 - Hans Zimmer - 1SQ & 3.00.mp3
│   │   │   ├── 09 - Hans Zimmer - 2SQ & November 2nd.mp3
│   │   │   └── 10 - Hans Zimmer - End Titles.mp3
│   │   └── Score
│   │       ├── 01 - Hans Zimmer - Mutiny.mp3
│   │       ├── 02 - Hans Zimmer - Alabama.mp3
│   │       ├── 03 - Hans Zimmer - Little Ducks.mp3
│   │       ├── 04 - Hans Zimmer - 1sq.mp3
│   │       └── 05 - Hans Zimmer - Roll Tide.mp3
│   ├── Days Of Thunder
│   │   ├── 01 - Hans Zimmer - Main Title.mp3
│   │   ├── 02 - Hans Zimmer - Test Drive.mp3
│   │   ├── 03 - Hans Zimmer - A New Driver.mp3
│   │   ├── 04 - Hans Zimmer - Introduction.mp3
│   │   ├── 05 - Hans Zimmer - Cole's Round.mp3
│   │   ├── 06 - Hans Zimmer - Car Building.mp3
│   │   ├── 07 - Hans Zimmer - Darlington - First Victory.mp3
│   │   ├── 08 - Hans Zimmer - Kamikaze Drivers.mp3
│   │   ├── 09 - Hans Zimmer - The Crash.mp3
│   │   ├── 10 - Hans Zimmer - Casualty Ward.mp3
│   │   ├── 11 - Hans Zimmer - Talk to Me.mp3
│   │   ├── 12 - Hans Zimmer - Wheelchair Race.mp3
│   │   ├── 13 - Hans Zimmer - Cole & Claire - Rental Car Chase.mp3
│   │   ├── 14 - Hans Zimmer - Cole's Call - Dating Claire.mp3
│   │   ├── 15 - Hans Zimmer - See Me Drive.mp3
│   │   ├── 16 - Hans Zimmer - Waking Up.mp3
│   │   ├── 17 - Hans Zimmer - Drafting.mp3
│   │   ├── 18 - Hans Zimmer - Atlanta - Burning Car.mp3
│   │   ├── 19 - Hans Zimmer - Cole Vs. Russ.mp3
│   │   ├── 20 - Hans Zimmer - Reflections.mp3
│   │   ├── 21 - Hans Zimmer - Asking A Favor.mp3
│   │   ├── 22 - Hans Zimmer - Drive My Car.mp3
│   │   ├── 23 - Hans Zimmer - Rowdy's Wish.mp3
│   │   ├── 24 - Hans Zimmer - Scared.mp3
│   │   ├── 25 - Hans Zimmer - Harry's Speech - Daytona.mp3
│   │   ├── 26 - Hans Zimmer - Before The Start.mp3
│   │   ├── 27 - Hans Zimmer - Dawn.mp3
│   │   ├── 28 - Hans Zimmer - Victory Lane.mp3
│   │   └── 29 - Hans Zimmer - End Title.mp3
│   ├── Der Kleine Eisbar 2
│   │   ├── 01 - Hans Zimmer & Nick Glennie-Smith - Am Nordpol.mp3
│   │   ├── 02 - Hans Zimmer & Nick Glennie-Smith - Das Fischskelett.mp3
│   │   ├── 03 - Nick Glennie-Smith - Warnung vor den Menschen.mp3
│   │   ├── 04 - Dirk Bach - Carusos Wi-Wa-Wackel Song.mp3
│   │   ├── 05 - Nick Glennie-Smith - Caruso wird entfuhrt.mp3
│   │   ├── 06 - Nick Glennie-Smith - Die Reise beginnt.mp3
│   │   ├── 07 - Nick Glennie-Smith - Auf in den Suden!.mp3
│   │   ├── 08 - Nick Glennie-Smith - Wie gehts es weiter .mp3
│   │   ├── 09 - Nick Glennie-Smith - Willkommen auf der Insel.mp3
│   │   ├── 10 - Nick Glennie-Smith - Robby trifft Iguanita.mp3
│   │   ├── 11 - Nick Glennie-Smith - Iguana Hop.mp3
│   │   ├── 12 - Nick Glennie-Smith - Lars und Darwina.mp3
│   │   ├── 13 - Hans Zimmer & Nick Glennie-Smith - Lars findet den Riesenfisch.mp3
│   │   ├── 14 - Nick Glennie-Smith - Die Schildkrotenbabys schlupfen aus.mp3
│   │   ├── 15 - Nick Glennie-Smith - Zurьck zum Nordpol.mp3
│   │   ├── 16 - Hans Zimmer & Nick Glennie-Smith - Befreit den Riesenfisch!.mp3
│   │   ├── 17 - Hans Zimmer & Nick Glennie-Smith - Blinde Passagiere.mp3
│   │   ├── 18 - Nick Glennie-Smith - Greta kommt an.mp3
│   │   ├── 19 - Dirk Bach & Joy - Wi-Wa-Wackel Song mit Maria & Caruso.mp3
│   │   ├── 20 - Nick Glennie-Smith - Die Freunde sind wieder zusammen.mp3
│   │   ├── 21 - Hans Zimmer & Nick Glennie-Smith - Lars und Greta futtern den Riesenfisch.mp3
│   │   ├── 22 - Hans Zimmer & Nick Glennie-Smith - Der Riesenfisch schwimmt in die Freiheit.mp3
│   │   ├── 23 - Hans Zimmer & Nick Glennie-Smith - Partytime.mp3
│   │   ├── 24 - Nick Glennie-Smith - Iguana Hop am Nordpol.mp3
│   │   └── 25 - Dirk Bach & Joy - Wi-Wa-Wackel Song mit Maria & Caruso (Radio Edit).mp3
│   ├── Driving Miss Daisy
│   │   ├── 01 - Louis Armstrong - Kiss of Fire.mp3
│   │   ├── 02 - Eartha Kitt - Santa Baby.mp3
│   │   ├── 03 - Hans Zimmer - Driving.mp3
│   │   ├── 04 - Hans Zimmer - Home.mp3
│   │   ├── 05 - Hans Zimmer - Georgia.mp3
│   │   ├── 06 - Hans Zimmer - End Titles.mp3
│   │   └── 07 - Hans Zimmer - Song to the Moon.mp3
│   ├── Drop Zone
│   │   ├── OST
│   │   │   ├── 01 - Hans Zimmer - After The Dub.mp3
│   │   │   ├── 02 - Hans Zimmer - Drop Zone.mp3
│   │   │   ├── 03 - Hans Zimmer - Flashback & Fries.mp3
│   │   │   ├── 04 - Hans Zimmer - Hi Jack.mp3
│   │   │   ├── 05 - Hans Zimmer - Hyphopera.mp3
│   │   │   ├── 06 - Hans Zimmer - Miami Jump.mp3
│   │   │   ├── 07 - Hans Zimmer - Terry's Dropping Out.mp3
│   │   │   └── 08 - Hans Zimmer - Too Many Notes - Not Enough Rest.mp3
│   │   └── Score
│   │       ├── 01 - Hans Zimmer - Drop Zone.mp3
│   │       ├── 02 - Hans Zimmer - Hi Jack.mp3
│   │       ├── 03 - Hans Zimmer - Jagger.mp3
│   │       ├── 04 - Hans Zimmer - Terry Remembered.mp3
│   │       ├── 05 - Hans Zimmer - Flashback & Fries.mp3
│   │       ├── 06 - Hans Zimmer - Don't Push It.mp3
│   │       ├── 07 - Hans Zimmer - Well... He Paid.mp3
│   │       ├── 08 - Hans Zimmer - Building A Fall.mp3
│   │       ├── 09 - Hans Zimmer - Chopper's Aboard.mp3
│   │       ├── 10 - Hans Zimmer - Jump.mp3
│   │       ├── 11 - Hans Zimmer - Have A Nice Trip.mp3
│   │       ├── 12 - Hans Zimmer - Too Many Notes.mp3
│   │       ├── 13 - Hans Zimmer - Final Drop.mp3
│   │       └── 14 - Hans Zimmer - After The Dub.mp3
│   ├── Follow Your Dreams - Marlboro Abenteuer Team '91
│   │   ├── 01 - Hans Zimmer - Original Movie Soundtrack.mp3
│   │   ├── 02 - Hans Zimmer - Dance Version, Instrumental.mp3
│   │   ├── 03 - Hans Zimmer - The Dream (Outstanding).mp3
│   │   ├── 04 - Hans Zimmer(Lead Vocals Mark Mancina) - Song Version.mp3
│   │   └── 05 - Hans Zimmer - Original Movie Soundtrack Extended Version.mp3
│   ├── Fools Of Fortune
│   │   ├── 01 - Hans Zimmer - The Island.mp3
│   │   └── 02 - Hans Zimmer - Revenge.mp3
│   ├── Gladiator
│   │   ├── 01 - Hans Zimmer - Progeny.mp3
│   │   ├── 02 - Lisa Gerrard - The Wheat.mp3
│   │   ├── 03 - Hans Zimmer - The Battle.mp3
│   │   ├── 04 - Hans Zimmer - Earth.mp3
│   │   ├── 05 - Lisa Gerrard & Klaus Badelt - Sorrow.mp3
│   │   ├── 06 - Hans Zimmer & Djivan Gasparyan - To Zucchabar.mp3
│   │   ├── 07 - Hans Zimmer - Patricide.mp3
│   │   ├── 08 - Lisa Gerrard and Klaus Badelt - The Emperor Is Dead.mp3
│   │   ├── 09 - Hans Zimmer - The Might of Rome.mp3
│   │   ├── 10 - Hans Zimmer - Strength and Honor.mp3
│   │   ├── 11 - Lisa Gerrard & Klaus Badelt - Reunion.mp3
│   │   ├── 12 - Hans Zimmer - Slaves to Rome.mp3
│   │   ├── 13 - Hans Zimmer - Barbarian Horde.mp3
│   │   ├── 14 - Hans Zimmer - Am I Not Merciful.mp3
│   │   ├── 15 - Lisa Gerrard & Klaus Badelt - Elysium.mp3
│   │   ├── 16 - Hans Zimmer - Honor Him.mp3
│   │   └── 17 - Hans Zimmer & Lisa Gerrard & Klaus Badelt - Now We Are Free.mp3
│   ├── Green Card
│   │   ├── 01 - Larry Wright - Subway Drums.mp3
│   │   ├── 02 - Hans Zimmer - Instinct.mp3
│   │   ├── 03 - Hans Zimmer - Restless Elephants.mp3
│   │   ├── 04 - Hans Zimmer - Cafe Afrika.mp3
│   │   ├── 05 - Hans Zimmer - Greenhouse.mp3
│   │   ├── 06 - Hans Zimmer - Moonlight.mp3
│   │   ├── 07 - Hans Zimmer - 9am Central Park.mp3
│   │   ├── 08 - Wolfgang Amadeus Mozart - Clarinet Concerto In A Major Adagio.mp3
│   │   ├── 09 - Hans Zimmer - Silence.mp3
│   │   ├── 10 - Hans Zimmer - Instinct.mp3
│   │   ├── 11 - Hans Zimmer - Asking You.mp3
│   │   ├── 12 - Hans Zimmer - Por Bronte.mp3
│   │   └── 13 - Emmaus Group Singers - Eyes on the Prize.mp3
│   ├── Hannibal
│   │   ├── Expanded score
│   │   │   ├── CD1
│   │   │   │   ├── 01 - Hanz Zimmer - Overture.mp3
│   │   │   │   ├── 02 - Hanz Zimmer - Dear Clarice.mp3
│   │   │   │   ├── 03 - Hanz Zimmer - Aria Da Capo-gourmet Valse Tartare.mp3
│   │   │   │   ├── 04 - Hanz Zimmer - Avarice.mp3
│   │   │   │   ├── 05 - Hanz Zimmer - For A Small Stripend-frienze Di Notte.mp3
│   │   │   │   ├── 06 - Hanz Zimmer - Victim.mp3
│   │   │   │   ├── 07 - Hanz Zimmer - Virtue.mp3
│   │   │   │   └── 08 - Hanz Zimmer - Adagio.mp3
│   │   │   └── CD2
│   │   │       ├── 01 - Hanz Zimmer - Kirie.mp3
│   │   │       ├── 02 - Hanz Zimmer - Shadow.mp3
│   │   │       ├── 03 - Hanz Zimmer - Let Me Home.mp3
│   │   │       ├── 04 - Hanz Zimmer - Be My Gallows.mp3
│   │   │       ├── 05 - Hanz Zimmer - The Burning Heart.mp3
│   │   │       ├── 06 - Hanz Zimmer - To Every Captive Soul.mp3
│   │   │       ├── 07 - Hanz Zimmer - Vide Cor Meum.mp3
│   │   │       └── 08 - Hanz Zimmer - Hibernation Suite.mp3
│   │   └── Soundtrack
│   │       ├── 01 - Hans Zimmer - Dear Clarice (featuring Sir Anthony Hopkins).mp3
│   │       ├── 02 - Hans Zimmer - Aria Da Capo.mp3
│   │       ├── 03 - Hans Zimmer - The Capponi Library.mp3
│   │       ├── 04 - Hans Zimmer - Gourmet Valse Tartare.mp3
│   │       ├── 05 - Hans Zimmer - Avarice.mp3
│   │       ├── 06 - Hans Zimmer - For A Small Stipend.mp3
│   │       ├── 07 - Hans Zimmer - Firenze Di Notte.mp3
│   │       ├── 08 - Hans Zimmer - Virtue.mp3
│   │       ├── 09 - Hans Zimmer - Let My Home Be My Gallows (featuring Sir Anthony Hopkins).mp3
│   │       ├── 10 - Hans Zimmer - The Burning Heart (featuring Sir Anthony Hopkins).mp3
│   │       ├── 11 - Hans Zimmer - To Every Captive Soul.mp3
│   │       └── 12 - Hans Zimmer - Vide Cor Meum.mp3
│   ├── Hans Zimmer - Blade Runner 2049 (Soundtrack) (2017) (Mp3 320kbps) [Hunter]
│   │   └── Hans Zimmer - Blade Runner 2049 (Original Motion Picture Soundtrack)
│   │       ├── 01 - 2049.mp3
│   │       ├── 02 - Sapper's Tree.mp3
│   │       ├── 03 - Flight to LAPD.mp3
│   │       ├── 04 - Summer Wind (Remastered 2008).mp3
│   │       ├── 05 - Rain.mp3
│   │       ├── 06 - Wallace.mp3
│   │       ├── 07 - Memory.mp3
│   │       ├── 08 - Mesa.mp3
│   │       ├── 09 - Orphanage.mp3
│   │       ├── 10 - Furnace.mp3
│   │       ├── 11 - Someone Lived This.mp3
│   │       ├── 12 - Joi.mp3
│   │       ├── 13 - Pilot.mp3
│   │       ├── 14 - Suspicious Minds.mp3
│   │       ├── 15 - Can't Help Falling in Love.mp3
│   │       ├── 16 - One For My Baby (And One More For The Road) (Remastered).mp3
│   │       ├── 17 - Hijack.mp3
│   │       ├── 18 - That's Why We Believe.mp3
│   │       ├── 19 - Her Eyes Were Green.mp3
│   │       ├── 20 - Sea Wall.mp3
│   │       ├── 21 - All the Best Memories Are Hers.mp3
│   │       ├── 22 - Tears In The Rain.mp3
│   │       ├── 23 - Blade Runner.mp3
│   │       ├── 24 - Almost Human (from the Original Motion Picture Soundtrack Blade Runner 2049).mp3
│   │       ├── Cover.jpg
│   │       └── MZ Music.jpg
│   ├── Hans Zimmer - Inception (2010) [FLAC] {24bit 96kHz virgin vinyl rip}
│   │   ├── A1 - Half Remembered Dream.flac
│   │   ├── A2 - We Built Our Own World.flac
│   │   ├── A3 - Dream Is Collapsing.flac
│   │   ├── A4 - Radical Notion.flac
│   │   ├── A5 - Old Souls.flac
│   │   ├── A6 - 528491.flac
│   │   ├── A7 - Mombasa.flac
│   │   ├── Artwork
│   │   │   ├── Untitled-10.png
│   │   │   ├── Untitled-4.png
│   │   │   └── Untitled-6.png
│   │   ├── B1 - One Simple Idea.flac
│   │   ├── B2 - Dream Within A Dream.flac
│   │   ├── B3 - Waiting For A Train.flac
│   │   ├── B4 - Paradox.flac
│   │   ├── B5 - Time.flac
│   │   ├── folder.jpg
│   │   ├── Hans Zimmer - Inception (Music From The Motion Picture).log
│   │   ├── Hans Zimmer - Inception (Music From The Motion Picture).m3u
│   │   └── info.txt
│   ├── Hans.Zimmer.Inception.2010.Soundtrack
│   │   ├── 01. Half Remembered Dream.mp3
│   │   ├── 02. We Built Our Own World.mp3
│   │   ├── 03. Dream Is Collapsing.mp3
│   │   ├── 04. Radical Notion.mp3
│   │   ├── 05. Old Souls.mp3
│   │   ├── 06. 528491.mp3
│   │   ├── 07. Mombassa.mp3
│   │   ├── 08. One Simple Idea.mp3
│   │   ├── 09. Dream Within A Dream.mp3
│   │   ├── 10. Waiting For A Train.mp3
│   │   ├── 11. Paradox.mp3
│   │   ├── 12. Time.mp3
│   │   └── Cover.jpg
│   ├── Hans Zimmer - Man Of Steel (Original Motion Picture Soundtrack) [Deluxe Edition] 2013 OST 320kbps CBR MP3 [VX] [P2PDL]
│   │   ├── 1
│   │   │   ├── 01 Hans Zimmer - Look To the Stars.mp3
│   │   │   ├── 02 Hans Zimmer - Oil Rig.mp3
│   │   │   ├── 03 Hans Zimmer - Sent Here For a Reason.mp3
│   │   │   ├── 04 Hans Zimmer - Dna.mp3
│   │   │   ├── 05 Hans Zimmer - Goodbye My Son.mp3
│   │   │   ├── 06 Hans Zimmer - If You Love These People.mp3
│   │   │   ├── 07 Hans Zimmer - Krypton's Last.mp3
│   │   │   ├── 08 Hans Zimmer - Terraforming.mp3
│   │   │   ├── 09 Hans Zimmer - Tornado.mp3
│   │   │   ├── 10 Hans Zimmer - You Die Or I Do.mp3
│   │   │   ├── 11 Hans Zimmer - Launch.mp3
│   │   │   ├── 12 Hans Zimmer - Ignition.mp3
│   │   │   ├── 13 Hans Zimmer - I Will Find Him.mp3
│   │   │   ├── 14 Hans Zimmer - This Is Clark Kent.mp3
│   │   │   ├── 15 Hans Zimmer - I Have So Many Questions.mp3
│   │   │   ├── 16 Hans Zimmer - Flight.mp3
│   │   │   └── 17 Hans Zimmer - What Are You Going To Do When You Are Not Saving the World-.mp3
│   │   ├── 2
│   │   │   ├── 01 Hans Zimmer - Man of Steel (Hans' Original Sketchbook).mp3
│   │   │   ├── 02 Hans Zimmer - Are You Listening, Clark-.mp3
│   │   │   ├── 03 Hans Zimmer - General Zod.mp3
│   │   │   ├── 04 Hans Zimmer - You Led Us Here.mp3
│   │   │   ├── 05 Hans Zimmer - This Is Madness!.mp3
│   │   │   ├── 06 Hans Zimmer - Earth.mp3
│   │   │   └── 07 Hans Zimmer - Arcade.mp3
│   │   ├── Cover.jpg
│   │   ├── Digital Booklet - Man of Steel.pdf
│   │   ├── Info.nfo
│   │   └── www.p2pdl.com.nfo
│   ├── Hans Zimmer- The Classics (2017) 320
│   │   ├── 10. The Battle Scene (From 'Gladiator').mp3
│   │   ├── 11. The Well (From 'The Ring').mp3
│   │   ├── 12. The Docking Scene (From 'Interstellar').mp3
│   │   ├── 1. Main Theme (From 'The Dark Knight Rises').mp3
│   │   ├── 2. Main Theme (From 'Pirates of the Caribbean').mp3
│   │   ├── 3. Gladiator Rhapsody (From 'Gladiator').mp3
│   │   ├── 4. Main Theme (From 'Crimson Tide').mp3
│   │   ├── 5. Time (From 'Inception').mp3
│   │   ├── 6. This Land (From 'The Lion King').mp3
│   │   ├── 7. Now We Are Free (From 'Gladiator').mp3
│   │   ├── 8. Flight (From 'Man of Steel').mp3
│   │   ├── 9. Light (From 'The Thin Red Line').mp3
│   │   └── Hans Zimmer - The Classics (2017) HDtracks.jpg
│   ├── Histoire D'O & Histoire D'O No.2
│   │   ├── 01 - Pierre Bachelet - Histoire D'o.mp3
│   │   ├── 02 - Pierre Bachelet - O' Et La Rencontre.mp3
│   │   ├── 03 - Pierre Bachelet - O' Et Le Chateau De Roissy.mp3
│   │   ├── 04 - Pierre Bachelet - O' Et L' Amour A Trois.mp3
│   │   ├── 05 - Pierre Bachelet - O' Apres.mp3
│   │   ├── 06 - Pierre Bachelet - O' She's A Lady.mp3
│   │   ├── 07 - Pierre Bachelet - Tout Cela Est Pour Toi.mp3
│   │   ├── 08 - Pierre Bachelet - O' Avec Pierre.mp3
│   │   ├── 09 - Pierre Bachelet - O' Et Sir Stephen.mp3
│   │   ├── 10 - Pierre Bachelet - O' Et La Photo De Jacqueline.mp3
│   │   ├── 11 - Pierre Bachelet - O' Comme Alice.mp3
│   │   ├── 12 - Pierre Bachelet - O' Et La Valse Du Gramophone.mp3
│   │   ├── 13 - Pierre Bachelet - O' Et L' Amour D' Yvan.mp3
│   │   ├── 14 - Pierre Bachelet - O' Comme Histoire D'o.mp3
│   │   ├── 15 - Mort Shuman & Stanley Myers - Never Will You Know.mp3
│   │   ├── 16 - Stanley Myers - Love In 45 Seconds.mp3
│   │   ├── 17 - Stanley Myers - Statues Of The Night.mp3
│   │   ├── 18 - Hans Zimmer - Parade Of Masks.mp3
│   │   ├── 19 - Stanley Myers - Married Love.mp3
│   │   ├── 20 - Hans Zimmer - Madame Pembroke's Gigolo.mp3
│   │   ├── 21 - Stanley Myers - The Young ''O''.mp3
│   │   ├── 22 - Hans Zimmer - Ouverture To A Party.mp3
│   │   ├── 23 - Stanley Myers - Deviation.mp3
│   │   ├── 24 - Stanley Myers - Initiation Of Carole.mp3
│   │   ├── 25 - Stanley Myers - Deviation.mp3
│   │   ├── 26 - Stanley Myers - Triumph Of ''O''.mp3
│   │   └── 27 - Stanley Myers - O's Theme.mp3
│   ├── I'll Do Anything
│   │   ├── 01 - Hans Zimmer - Matt.mp3
│   │   ├── 02 - Hans Zimmer - Burke.mp3
│   │   ├── 03 - Hans Zimmer - Cathy.mp3
│   │   ├── 04 - Hans Zimmer - Jeannie.mp3
│   │   └── 05 - Whittni Wright - You Are The Best.mp3
│   ├── Insignificance
│   │   ├── 01 - Stanley Myers - A Dog Of A Night.mp3
│   │   ├── 02 - Hans Zimmer - Remember‚ Remember.mp3
│   │   ├── 03 - Stanley Myers - Relativity One and Two and Three.mp3
│   │   ├── 04 - Stanley Myers - Forever(What The Hell).mp3
│   │   ├── 05 - Roy Orbison - Wild Hearts.mp3
│   │   ├── 06 - Hans Zimmer - B-29(Shape Of the Universe).mp3
│   │   ├── 07 - Theresa Russell - Life Goes On.mp3
│   │   ├── 08 - Gil Evans - Jupiter Suite.mp3
│   │   ├── 09 - Hans Zimmer - World Of Theory(Explode).mp3
│   │   ├── 10 - G. Gregory & C. Brücken - When Your Hearts Run Out Of Time.mp3
│   │   └── 11 - Stanley Myers - It´s A Dog Of A Night.mp3
│   ├── Invincible
│   │   ├── 01 - Hans Zimmer & Klaus Badelt - The Journey.mp3
│   │   ├── 02 - Hans Zimmer & Klaus Badelt - Siegfried, The Iron King.mp3
│   │   ├── 03 - Hans Zimmer & Klaus Badelt - Master of the Occult.mp3
│   │   ├── 04 - Hans Zimmer & Klaus Badelt - The Prophecy.mp3
│   │   ├── 05 - Hans Zimmer & Klaus Badelt - Souls.mp3
│   │   ├── 06 - Hans Zimmer & Klaus Badelt - Martha Lifts the Elephant.mp3
│   │   ├── 07 - Hans Zimmer & Klaus Badelt - Visions.mp3
│   │   ├── 08 - Hans Zimmer & Klaus Badelt - The Unknown Just.mp3
│   │   ├── 09 - Hans Zimmer & Klaus Badelt - Benjamin Believes.mp3
│   │   ├── 10 - Ludwig van Beethoven - Piano Concerto, in c-minor 2nd mvt.mp3
│   │   ├── 11 - Roni Kirwan - Ombra mai fi.mp3
│   │   ├── 12 - Das Palast Orchester featuring Max Raabe - Sweet & Lovely.mp3
│   │   └── 13 - Das Palast Orchester featuring Max Raabe - You're the Cream In My Coffee.mp3
│   ├── K2
│   │   ├── 01 - Hans Zimmer - The Ascent.mp3
│   │   └── 02 - Hans Zimmer - The Descent.mp3
│   ├── King Arthur
│   │   ├── Complete Recording Sessions
│   │   │   ├── CD 1
│   │   │   │   ├── 01 - Hans Zimmer - Prologue.mp3
│   │   │   │   ├── 02 - Hans Zimmer - Prologue (Short Version).mp3
│   │   │   │   ├── 03 - Hans Zimmer - Prologue (Alternate Version).mp3
│   │   │   │   ├── 04 - Hans Zimmer - Woads Attack.mp3
│   │   │   │   ├── 05 - Hans Zimmer - Enemy Life.mp3
│   │   │   │   ├── 06 - Hans Zimmer - Back To Hadrian's Wall (Alternate Version I).mp3
│   │   │   │   ├── 07 - Hans Zimmer - Back To Hadrian's Wall.mp3
│   │   │   │   ├── 08 - Hans Zimmer - Into The Castle.mp3
│   │   │   │   ├── 09 - Hans Zimmer - To Freedom !.mp3
│   │   │   │   ├── 10 - Hans Zimmer - Final Orders.mp3
│   │   │   │   ├── 11 - Hans Zimmer - Mercy For My Knights.mp3
│   │   │   │   ├── 12 - Hans Zimmer - Lancelot & Arthur.mp3
│   │   │   │   ├── 13 - Hans Zimmer - Lancelot & Arthur (Alternate Version).mp3
│   │   │   │   ├── 14 - Hans Zimmer - On The Road.mp3
│   │   │   │   ├── 15 - Hans Zimmer - Saxons.mp3
│   │   │   │   ├── 16 - Hans Zimmer - Saxons' Leader.mp3
│   │   │   │   ├── 17 - Hans Zimmer - The Knights March.mp3
│   │   │   │   ├── 18 - Hans Zimmer - Saxons' Plan.mp3
│   │   │   │   ├── 19 - Hans Zimmer - Woads Trap.mp3
│   │   │   │   ├── 20 - Hans Zimmer - Marius' Evilness.mp3
│   │   │   │   ├── 21 - Hans Zimmer - Ready To Go.mp3
│   │   │   │   ├── 22 - Hans Zimmer - Prison Of Hell.mp3
│   │   │   │   ├── 23 - Hans Zimmer - Guinevere.mp3
│   │   │   │   ├── 24 - Hans Zimmer - Destruction.mp3
│   │   │   │   ├── 25 - Hans Zimmer - Burn It All.mp3
│   │   │   │   ├── 26 - Hans Zimmer - Fairy Tales.mp3
│   │   │   │   ├── 27 - Hans Zimmer - A Bad Omen.mp3
│   │   │   │   ├── 28 - Hans Zimmer - Looking At Her.mp3
│   │   │   │   ├── 29 - Hans Zimmer - Arthur & Merlin (Memories).mp3
│   │   │   │   └── 30 - Hans Zimmer - Marius' Death; Help Or Die.mp3
│   │   │   └── CD 2
│   │   │       ├── 01 - Hans Zimmer - Your Rome Doesn't Exist.mp3
│   │   │       ├── 02 - Hans Zimmer - The Ice Battle.mp3
│   │   │       ├── 03 - Hans Zimmer - Back Behind The Wall.mp3
│   │   │       ├── 04 - Hans Zimmer - Free.mp3
│   │   │       ├── 05 - Hans Zimmer - Dragonet's Funeral.mp3
│   │   │       ├── 06 - Hans Zimmer - Blessed & Cursed.mp3
│   │   │       ├── 07 - Hans Zimmer - The Scar Of Disgrace.mp3
│   │   │       ├── 08 - Hans Zimmer - Arthur & Guinevere.mp3
│   │   │       ├── 09 - Hans Zimmer - Last Night.mp3
│   │   │       ├── 10 - Hans Zimmer - Saxons Are Here.mp3
│   │   │       ├── 11 - Hans Zimmer - Goodbyes; Woads Are Here.mp3
│   │   │       ├── 12 - Hans Zimmer - Face To Face Speech.mp3
│   │   │       ├── 13 - Hans Zimmer - Rus !.mp3
│   │   │       ├── 14 - Hans Zimmer - Rain Of Arrows; Thunder Of Swords.mp3
│   │   │       ├── 15 - Hans Zimmer - Gates Of Hell; Fire.mp3
│   │   │       ├── 16 - Hans Zimmer - Second Trap.mp3
│   │   │       ├── 17 - Hans Zimmer - Woads Charge.mp3
│   │   │       ├── 18 - Hans Zimmer - Arthur's Charge.mp3
│   │   │       ├── 19 - Hans Zimmer - Into The Battle.mp3
│   │   │       ├── 20 - Hans Zimmer - The Last Battle.mp3
│   │   │       ├── 21 - Hans Zimmer - Lancelot's Death.mp3
│   │   │       ├── 22 - Hans Zimmer - Final Confrontation.mp3
│   │   │       └── 23 - Hans Zimmer - The Legend.mp3
│   │   ├── King Arthur Expanded Score
│   │   │   ├── CD 1
│   │   │   │   ├── 01 - Hans Zimmer - Woad To Ruin.mp3
│   │   │   │   ├── 02 - Hans Zimmer - Knights March.mp3
│   │   │   │   ├── 03 - Hans Zimmer - Hold The Ice.mp3
│   │   │   │   ├── 04 - Hans Zimmer - Preparing.mp3
│   │   │   │   ├── 05 - Hans Zimmer - The Ice Battle.mp3
│   │   │   │   ├── 06 - Hans Zimmer - Do You Think I'm Saxon.mp3
│   │   │   │   ├── 07 - Hans Zimmer - Excalibur.mp3
│   │   │   │   ├── 08 - Hans Zimmer - Budget Meeting.mp3
│   │   │   │   ├── 09 - Hans Zimmer - Remember My Face....mp3
│   │   │   │   ├── 10 - Hans Zimmer - All Of Them.mp3
│   │   │   │   └── 11 - Hans Zimmer - Tell Me Now  End Titles.mp3
│   │   │   └── CD 2
│   │   │       ├── 01 - Hans Zimmer - The Ice Battle (Film Version).mp3
│   │   │       ├── 02 - Hans Zimmer - Budget Meeting (Film Version).mp3
│   │   │       ├── 03 - Hans Zimmer - Remember My Face... (Alternate Version).mp3
│   │   │       ├── 04 - Hans Zimmer - Sorrow.mp3
│   │   │       ├── 05 - Hans Zimmer - Trailer.mp3
│   │   │       └── 06 - Hans Zimmer - Tell Me Now.mp3
│   │   └── King Arthur Score
│   │       ├── 01 - Hans Zimmer - Tell me now (What you see).mp3
│   │       ├── 02 - Hans Zimmer - Woad to Ruin.mp3
│   │       ├── 03 - Hans Zimmer - Do You Think I'm a Saxon.mp3
│   │       ├── 04 - Hans Zimmer - Hold the Ice.mp3
│   │       ├── 05 - Hans Zimmer - Another Brick in Hadrian's Wall.mp3
│   │       ├── 06 - Hans Zimmer - Budget Meeting.mp3
│   │       └── 07 - Hans Zimmer - All of Them.mp3
│   ├── Lauras Stern
│   │   ├── 01 - Nick Glennie-Smith - Opening Title.mp3
│   │   ├── 02 - Nick Glennie-Smith - The Chase.mp3
│   │   ├── 03 - Nick Glennie-Smith - Lonely Laura.mp3
│   │   ├── 04 - Nick Glennie-Smith - Laura And Muschka.mp3
│   │   ├── 05 - Nick Glennie-Smith & Hans Zimmer - A Star Is Born Part 1.mp3
│   │   ├── 06 - Henning Lohner & Hans Zimmer & Nick Glennie-Smith - A Star Is Born Part 2.mp3
│   │   ├── 07 - Nick Glennie-Smith & Hans Zimmer - Leg Ballet  Repair.mp3
│   │   ├── 08 - Nick Glennie-Smith - Wake Up Guys.mp3
│   │   ├── 09 - Henning Lohner & Hans Zimmer & Nick Glennie-Smith - 1st Flight.mp3
│   │   ├── 10 - Nick Glennie-Smith & Hans Zimmer - Planet Magic.mp3
│   │   ├── 11 - Wonderwall - Stay.mp3
│   │   ├── 12 - Henning Lohner & Hans Zimmer & Nick Glennie-Smith - Star Finds Sun And Moon Part 1.mp3
│   │   ├── 13 - Henning Lohner - Star Finds Sun And Moon Part 2.mp3
│   │   ├── 14 - Henning Lohner & Hans Zimmer - Homesick.mp3
│   │   ├── 15 - Henning Lohner & Hans Zimmer & Nick Glennie-Smith - Laura At The Rescue.mp3
│   │   ├── 16 - Henning Lohner & Hans Zimmer & Nick Glennie-Smith - Star Is Free.mp3
│   │   ├── 17 - Henning Lohner & Hans Zimmer & Nick Glennie-Smith - Flying Bow.mp3
│   │   ├── 18 - Henning Lohner & Nick Glennie-Smith - Flying In The Rain.mp3
│   │   ├── 19 - Henning Lohner & Hans Zimmer & Nick Glennie-Smith - Laura Finds Star.mp3
│   │   ├── 20 - Henning Lohner & Hans Zimmer & Nick Glennie-Smith - Sun And Moon Ballet.mp3
│   │   ├── 21 - Hans Zimmer & Nick Glennie-Smith - Finale.mp3
│   │   ├── 22 - Wonderwall - Touch The Sky.mp3
│   │   └── 23 - Hans Zimmer - Lullaby.mp3
│   ├── Lion King
│   │   ├── Expanded Score
│   │   │   ├── 01 - Hans Zimmer - Circle Of Life.mp3
│   │   │   ├── 02 - Hans Zimmer - Life Isn't Fair, Is It.mp3
│   │   │   ├── 03 - Hans Zimmer - The Once And Future King.mp3
│   │   │   ├── 04 - Hans Zimmer - Plotting.mp3
│   │   │   ├── 05 - Hans Zimmer - The Elephant Graveyard.mp3
│   │   │   ├── 06 - Hans Zimmer - King Of The Past.mp3
│   │   │   ├── 07 - Hans Zimmer - Hyenas.mp3
│   │   │   ├── 08 - Hans Zimmer - Stampede.mp3
│   │   │   ├── 09 - Hans Zimmer - To Die For.mp3
│   │   │   ├── 10 - Hans Zimmer - What Have You Done  Run Away.mp3
│   │   │   ├── 11 - Hans Zimmer - Alternate 1.mp3
│   │   │   ├── 12 - Hans Zimmer - A New Era  Bowling For Buzzar.mp3
│   │   │   ├── 13 - Hans Zimmer - On Our Side  Simba Awakens.mp3
│   │   │   ├── 14 - Hans Zimmer - Under The Stars  Simba Alive.mp3
│   │   │   ├── 15 - Hans Zimmer - Hunting  Pinned Again  Reuni.mp3
│   │   │   ├── 16 - Hans Zimmer - Alternate 2.mp3
│   │   │   ├── 17 - Hans Zimmer - An Argument  You're Mufasa's Boy  Remember.mp3
│   │   │   ├── 18 - Hans Zimmer - This Is My Home.mp3
│   │   │   ├── 19 - Hans Zimmer - The Return  Battle Of Pride Rock  Cleansing Rain  The Ascension  End Credits.mp3
│   │   │   ├── 20 - Hans Zimmer - Alternate 3.mp3
│   │   │   └── 21 - Hans Zimmer - Alternate 4.mp3
│   │   └── Special Edition
│   │       ├── 01 - Carmen Twillie - Circle Of Life.mp3
│   │       ├── 02 - Jason Weaver - I Just Can't Wait To Be King.mp3
│   │       ├── 03 - Jeremy Irons - Be Prepared.mp3
│   │       ├── 04 - Nathan Lane & Ernie Sabella - Hakuna Matata.mp3
│   │       ├── 05 - Joseph Williams & Sally Dworsky - Can You Feel The Love Tonight.mp3
│   │       ├── 06 - James Earl Jones & Jeff Bennett & Evan Saucedo - The Morning Report.mp3
│   │       ├── 07 - Hans Zimmer - This Land.mp3
│   │       ├── 08 - Hans Zimmer - ...To Die For.mp3
│   │       ├── 09 - Hans Zimmer - Under The Stars.mp3
│   │       ├── 10 - Hans Zimmer - King Of Pride Rock.mp3
│   │       ├── 11 - Elton John - Circle Of Life.mp3
│   │       ├── 12 - Elton John - I Just Can't Wait To Be King.mp3
│   │       ├── 13 - Elton John - Can You Feel The Love Tonight.mp3
│   │       └── 14 - Elton John - Can You Feel The Love Tonight(Remix).mp3
│   ├── Madagascar
│   │   ├── Score (Promotional release)
│   │   │   ├── 01 - Hans Zimmer - Born Free.mp3
│   │   │   ├── 02 - Jim Dooley - Whacked Out Conspiracy.mp3
│   │   │   ├── 03 - Hans Zimmer - Zooster's Breakout.mp3
│   │   │   ├── 04 - Hans Zimmer, Heitor Pereira, Ryeland Allison & James S. Levine - Best Friends.mp3
│   │   │   ├── 05 - Heitor Pereira - The Foosa Attack.mp3
│   │   │   ├── 06 - Hans Zimmer & James S. Levine - Beacon Of Liberty.mp3
│   │   │   ├── 07 - Hans Zimmer & Jim Dooley - End Credit.mp3
│   │   │   ├── 08 - Jim Dooley - He Looks So Bad....mp3
│   │   │   ├── 09 - Jim Dooley - Where's The Private.mp3
│   │   │   ├── 10 - Jim Dooley - Analysis!.mp3
│   │   │   ├── 11 - Jim Dooley - I am Walking Here.mp3
│   │   │   ├── 12 - Jim Dooley - Good Boy.mp3
│   │   │   ├── 13 - Jim Dooley - Help Me Guys!.mp3
│   │   │   ├── 14 - Jim Dooley - Storking Stuffer Operation.mp3
│   │   │   ├── 15 - Jim Dooley - Bad Dog.mp3
│   │   │   ├── 16 - Jim Dooley - Jingle End.mp3
│   │   │   └── 17 - Jim Dooley - Jingle, Jingle, Jingle - Brian Setzer.mp3
│   │   └── Soundtrack
│   │       ├── 01 - Hans Zimmer, Heitor Pereira, Ryeland Allison & James S. Levine - Best Friends Theme.mp3
│   │       ├── 02 - Sacha Baron Cohen - I Like To Move It.mp3
│   │       ├── 03 - The Ventures - Hawaii Five-O.mp3
│   │       ├── 04 - Earth, Wind & Fire - Boogie Wonderland.mp3
│   │       ├── 05 - James Dooley - Whacked Out Conspiracy.mp3
│   │       ├── 06 - Vangelis - Chariots Of Fire.mp3
│   │       ├── 07 - Bee Gees - Stayin` Alive.mp3
│   │       ├── 08 - Hans Zimmer - Zoosters Breakout.mp3
│   │       ├── 09 - Hans Zimmer - Born Free.mp3
│   │       ├── 10 - Heitor Pereira - The Foosa Attack.mp3
│   │       ├── 11 - Hans Zimmer & James S. Levine - Beacon Of Liberty.mp3
│   │       └── 12 - Louis Armstrong - What A Wonderful World.mp3
│   ├── Matchstick Men
│   │   ├── Matchstick Men OST
│   │   │   ├── 01 - Bobby Darin - The Good Life.mp3
│   │   │   ├── 02 - Hans Zimmer - Flim Flam.mp3
│   │   │   ├── 03 - Hans Zimmer - Ichi-Ni-San.mp3
│   │   │   ├── 04 - Hans Zimmer - Matchstick Men.mp3
│   │   │   ├── 05 - Hans Zimmer - Weird Is Good.mp3
│   │   │   ├── 06 - Herb Alpert & The Tijuana Brass - Lonely Bull.mp3
│   │   │   ├── 07 - Hans Zimmer - Ticks & Twitches.mp3
│   │   │   ├── 08 - Hans Zimmer - I Have A Daughter.mp3
│   │   │   ├── 09 - Montovani & His Orchestra - Swedish Rhapsody.mp3
│   │   │   ├── 10 - Hans Zimmer - Keep The Change.mp3
│   │   │   ├── 11 - Hans Zimmer - Nosy Parker.mp3
│   │   │   ├── 12 - George Formby - Leaning On A Lamp Post.mp3
│   │   │   ├── 13 - Hans Zimmer - Pool Lights.mp3
│   │   │   ├── 14 - Hans Zimmer - Pygmies !.mp3
│   │   │   ├── 15 - Montovani & His Orchestra - Charmaine.mp3
│   │   │   ├── 16 - Hans Zimmer - Roy's Rules.mp3
│   │   │   ├── 17 - Hans Zimmer - Carpeteria.mp3
│   │   │   ├── 18 - Hans Zimmer - Shame On You.mp3
│   │   │   ├── 19 - Hans Zimmer - Tuna Fish and Cigarettes.mp3
│   │   │   ├── 20 - Hans Zimmer - No More Pills.mp3
│   │   │   ├── 21 - Herb Alpert & The Tijuana Brass - Tijuana Taxi.mp3
│   │   │   └── 22 - Hans Zimmer - Banker's Waltz.mp3
│   │   └── Score Expanded Release
│   │       ├── 01 - Hans Zimmer - The Good Life.mp3
│   │       ├── 02 - Hans Zimmer - Ichi Ni San.mp3
│   │       ├── 03 - Hans Zimmer - Matchstick Men.mp3
│   │       ├── 04 - Hans Zimmer - Weird Is Good.mp3
│   │       ├── 05 - Hans Zimmer - Ticks And Twitches.mp3
│   │       ├── 06 - Hans Zimmer - I Have A Duaghter Cuts.mp3
│   │       ├── 07 - Hans Zimmer - Keep The Change.mp3
│   │       ├── 08 - Hans Zimmer - Mines.mp3
│   │       ├── 09 - Hans Zimmer - Nosy Parker.mp3
│   │       ├── 10 - Hans Zimmer - Pool Lights - Pygmies.mp3
│   │       ├── 11 - Hans Zimmer - Roy's Rules.mp3
│   │       ├── 12 - Hans Zimmer - Carpeteria.mp3
│   │       ├── 13 - Hans Zimmer - Shame On You.mp3
│   │       ├── 14 - Hans Zimmer - Tuna Fish And Cigarettes.mp3
│   │       ├── 15 - Hans Zimmer - No More Pills.mp3
│   │       └── 16 - Hans Zimmer - The Banker's Waltz.mp3
│   ├── Maybach television commercial
│   │   └── Hans Zimmer & Jim Dooley - Inspirations.mp3
│   ├── Millennium
│   │   ├── 01 - Mark Mancina - Shaman's Song.mp3
│   │   ├── 02 - Mark Mancina - Stories For A Thousand Years.mp3
│   │   ├── 03 - Mark Mancina - The Journey Begins.mp3
│   │   ├── 04 - Mark Mancina - The Stone Drag.mp3
│   │   ├── 05 - Mark Mancina - Courting Song - Love In The Himalayas.mp3
│   │   ├── 06 - Mark Mancina - Inveting Reality.mp3
│   │   ├── 07 - Mark Mancina - Fiddlers - Pilgrimage To Winkuta.mp3
│   │   ├── 08 - Mark Mancina - The Shock Of The Other.mp3
│   │   ├── 09 - Mark Mancina - Race Of The Initiates.mp3
│   │   ├── 10 - Mark Mancina - The Art Of Living.mp3
│   │   ├── 11 - Mark Mancina - Geerewol Celebration.mp3
│   │   ├── 12 - Mark Mancina - Song For The Dead.mp3
│   │   ├── 13 - Mark Mancina - Pilgrims' Chant - In The Land Of The Ancestors.mp3
│   │   ├── 14 - Mark Mancina - An Ecology Of Mind.mp3
│   │   ├── 15 - Mark Mancina - Well Song - A Desert Home.mp3
│   │   ├── 16 - Mark Mancina - Initiation Chant - Rites Of Passage.mp3
│   │   ├── 17 - Mark Mancina - The Journey Continues.mp3
│   │   └── 18 - Hans Zimmer - Millennium Theme.mp3
│   ├── Mission Impossible 2
│   │   └── Soundtrack
│   │       ├── 01 - Hans Zimmer - Hijack.mp3
│   │       ├── 02 - Zap Mama - Iko Iko.mp3
│   │       ├── 03 - Hans Zimmer - Seville.mp3
│   │       ├── 04 - Hans Zimmer featuring Heitor Pereira - Nyah.mp3
│   │       ├── 05 - Lalo Schifrin (Adapted by Hans Zimmer) - Mission Impossible Theme.mp3
│   │       ├── 06 - Hans Zimmer - The Heist.mp3
│   │       ├── 07 - Hans Zimmer - Ambrose.mp3
│   │       ├── 08 - Hans Zimmer - Bio-Techno.mp3
│   │       ├── 09 - Hans Zimmer - Injection.mp3
│   │       ├── 10 - Hans Zimmer - Bare Island.mp3
│   │       ├── 11 - Hans Zimmer - Chimera.mp3
│   │       ├── 12 - Hans Zimmer - The Bait.mp3
│   │       ├── 13 - Hans Zimmer - Mano a Mano.mp3
│   │       ├── 14 - Hans Zimmer - Mission Accomplished.mp3
│   │       └── 15 - Hans Zimmer - Nyah and Ethan.mp3
│   ├── Money Train & Where Sleeping Dogs Lie
│   │   ├── 01 - Mark Mancina - Train Wreck.mp3
│   │   ├── 02 - Mark Mancina - Charly Is Going Down.mp3
│   │   ├── 03 - Mark Mancina - Assault To The Money Train.mp3
│   │   ├── 04 - Mark Mancina - Merry Christmas.mp3
│   │   ├── 05 - Mark Mancina - Stair Top.mp3
│   │   ├── 06 - Mark Mancina - Im There.mp3
│   │   ├── 07 - Mark Mancina - Montage.mp3
│   │   ├── 08 - Hans Zimmer & Mark Mancina - Main Theme.mp3
│   │   ├── 09 - Hans Zimmer & Mark Mancina - Malice.mp3
│   │   └── 10 - Hans Zimmer & Mark Mancina - Damage.mp3
│   ├── Muppet Treasure Island
│   │   ├── 01 - Hans Zimmer - Treasure Island.mp3
│   │   ├── 02 - Hans Zimmer - Shiver My Timbers.mp3
│   │   ├── 03 - Hans Zimmer - Something Better.mp3
│   │   ├── 04 - Hans Zimmer - Sailing For Adventure.mp3
│   │   ├── 05 - Hans Zimmer - Cabin Fever.mp3
│   │   ├── 06 - Hans Zimmer - A Professional Pirate.mp3
│   │   ├── 07 - Hans Zimmer - Boom Shakalaka.mp3
│   │   ├── 08 - Hans Zimmer - Love Led Us Here.mp3
│   │   ├── 09 - Hans Zimmer - The Map.mp3
│   │   ├── 10 - Hans Zimmer - Captain Smollet.mp3
│   │   ├── 11 - Hans Zimmer - Land Ho.mp3
│   │   ├── 12 - Hans Zimmer - Compass.mp3
│   │   ├── 13 - Hans Zimmer - Long John.mp3
│   │   ├── 14 - Hans Zimmer - Rescue.mp3
│   │   ├── 15 - Hans Zimmer - Honest Brave And True.mp3
│   │   ├── 16 - Ziggy Marley & The Melody Makers - Love Power.mp3
│   │   └── 17 - John Berry & Helen Darling - Love Led Us Here.mp3
│   ├── New Music In Films
│   │   ├── 01 - Hans Zimmer - Burning Secret.mp3
│   │   ├── 02 - Hans Zimmer - The Fruit Machine.mp3
│   │   └── 03 - Hans Zimmer - Diamond Skulls.mp3
│   ├── Nightmare At Noon
│   │   ├── 01 - Hans Zimmer - Mysterious Army.mp3
│   │   ├── 02 - Hans Zimmer - Arround.mp3
│   │   ├── 03 - Hans Zimmer - Madness.mp3
│   │   ├── 04 - Hans Zimmer - Window Fight Crash.mp3
│   │   ├── 05 - Hans Zimmer - Carefully.mp3
│   │   ├── 06 - Hans Zimmer - Electronic Stop.mp3
│   │   ├── 07 - Hans Zimmer - In Front.mp3
│   │   ├── 08 - Hans Zimmer - Fight.mp3
│   │   ├── 09 - Hans Zimmer - Manipulated.mp3
│   │   ├── 10 - Hans Zimmer - Attack.mp3
│   │   ├── 11 - Hans Zimmer - Horse Looking.mp3
│   │   ├── 12 - Hans Zimmer - Riders.mp3
│   │   ├── 13 - Hans Zimmer - Duel.mp3
│   │   ├── 14 - Hans Zimmer - Choppers.mp3
│   │   └── 15 - Hans Zimmer - Night End Credits.mp3
│   ├── Nine Months
│   │   ├── 01 - Little Steven - The Time of Your Life.mp3
│   │   ├── 02 - Marvin Gaye - Let's Get It On.mp3
│   │   ├── 03 - Tyrone Davis - Turn Back The Hands of Time.mp3
│   │   ├── 04 - Hans Zimmer - Baby, Baby.mp3
│   │   ├── 05 - Hans Zimmer - It's a Boy.mp3
│   │   ├── 06 - Hans Zimmer - Voodoo Woman.mp3
│   │   ├── 07 - Hans Zimmer - Baby's Room.mp3
│   │   ├── 08 - Nick Glennie-Smith - From Russia....mp3
│   │   ├── 09 - Hans Zimmer - We Can Work It Out.mp3
│   │   └── 10 - Hans Zimmer - Open Your Eyes.mp3
│   ├── Pacific Heights
│   │   ├── 01 - Hans Zimmer - Part I.mp3
│   │   ├── 02 - Hans Zimmer - Part II.mp3
│   │   ├── 03 - Hans Zimmer - Part III.mp3
│   │   └── 04 - Hans Zimmer - Part IV.mp3
│   ├── Paperhouse
│   │   ├── 01 - Hans Zimmer & Stanley Myers & Gabriel Faure - Paperhouse Overture - Is Anybody There - Sanctus - I'll Be Back - The Staircase.mp3
│   │   └── 02 - Hans Zimmer - Me And My Daughter, We Get On Like A House On Fire.mp3
│   ├── Pearl Harbor
│   │   ├── Complete Score
│   │   │   ├── CD 1
│   │   │   │   ├── 01 - Hans Zimmer - Main Title.mp3
│   │   │   │   ├── 02 - Hans Zimmer - I'm A Pilot.mp3
│   │   │   │   ├── 03 - Hans Zimmer - Young Rafe to the Rescue.mp3
│   │   │   │   ├── 04 - Hans Zimmer - Rafe Begs.mp3
│   │   │   │   ├── 05 - Hans Zimmer - First Kiss.mp3
│   │   │   │   ├── 06 - Hans Zimmer - First Date.mp3
│   │   │   │   ├── 07 - Hans Zimmer - Rafe Says Goodbye.mp3
│   │   │   │   ├── 08 - Hans Zimmer - Train Station Goodbye.mp3
│   │   │   │   ├── 09 - Hans Zimmer - Welcome to the RAF.mp3
│   │   │   │   ├── 10 - Hans Zimmer - Meet the Japanese - Pearl Harbor.mp3
│   │   │   │   ├── 11 - Hans Zimmer - Meet the Japanese - Pearl Harbor (alternate).mp3
│   │   │   │   ├── 12 - Hans Zimmer - Danny Arrives - Letters From Rafe.mp3
│   │   │   │   ├── 13 - Hans Zimmer - Japanese Prepare - Battle of Britain Pt. I.mp3
│   │   │   │   ├── 14 - Hans Zimmer - Battle of Britain Pt. 3 - Rafe Shot Down.mp3
│   │   │   │   ├── 15 - Hans Zimmer - Evelyn Gets the News.mp3
│   │   │   │   ├── 16 - Hans Zimmer - Carrier Prep.mp3
│   │   │   │   ├── 17 - Hans Zimmer - Mourning Montage.mp3
│   │   │   │   ├── 18 - Hans Zimmer - Evelyn Says Goodbye to Rafe.mp3
│   │   │   │   ├── 19 - Hans Zimmer - Evelyn Says Goodbye to Rafe Alt.mp3
│   │   │   │   ├── 20 - Hans Zimmer - Danny and Evelyn Make Love.mp3
│   │   │   │   ├── 21 - Hans Zimmer - Evelyn Can't Break Up - Spy - Romp.mp3
│   │   │   │   ├── 22 - Hans Zimmer - Kimmel Briefing - The Dentist.mp3
│   │   │   │   ├── 23 - Hans Zimmer - Rafe Returns.mp3
│   │   │   │   ├── 24 - Hans Zimmer - Rafe Gets the News.mp3
│   │   │   │   ├── 25 - Hans Zimmer - Caldendar Page Turns.mp3
│   │   │   │   ├── 26 - Hans Zimmer - The Attack.mp3
│   │   │   │   ├── 27 - Hans Zimmer - We're Being Bombed.mp3
│   │   │   │   ├── 28 - Hans Zimmer - Evelyn Awakes.mp3
│   │   │   │   ├── 29 - Hans Zimmer - The Captain Dies - Airstrip Bombed.mp3
│   │   │   │   ├── 30 - Hans Zimmer - Dorie The Hero.mp3
│   │   │   │   ├── 31 - Hans Zimmer - Oklahoma - First Hospital.mp3
│   │   │   │   ├── 32 - Hans Zimmer - Roosevelt Gets the News.mp3
│   │   │   │   ├── 33 - Hans Zimmer - Bunker Tension.mp3
│   │   │   │   └── 34 - Hans Zimmer - Air Battle.mp3
│   │   │   └── CD 2
│   │   │       ├── 01 - Hans Zimmer - Trapped Sailors - Roosevelt's Speech.mp3
│   │   │       ├── 02 - Hans Zimmer - President's Stands - Newsreel #3.mp3
│   │   │       ├── 03 - Hans Zimmer - Funeral.mp3
│   │   │       ├── 04 - Hans Zimmer - I'm Pregnant.mp3
│   │   │       ├── 05 - Hans Zimmer - Top Secret.mp3
│   │   │       ├── 06 - Hans Zimmer - I'm Pregnant End.mp3
│   │   │       ├── 07 - Hans Zimmer - Rafe Bruns the Letters.mp3
│   │   │       ├── 08 - Hans Zimmer - Doolittle Training.mp3
│   │   │       ├── 09 - Hans Zimmer - Tip of the Sword.mp3
│   │   │       └── 10 - Hans Zimmer - 30 Seconds Over Tokyo.mp3
│   │   └── Soundtrack
│   │       ├── 01 - Faith Hill - There You'll Be.mp3
│   │       ├── 02 - Hans Zimmer - Tennessee.mp3
│   │       ├── 03 - Hans Zimmer - Brothers.mp3
│   │       ├── 04 - Hans Zimmer - ...And Then I Kissed Him.mp3
│   │       ├── 05 - Hans Zimmer - I Will Come Back.mp3
│   │       ├── 06 - Hans Zimmer - Attack.mp3
│   │       ├── 07 - Hans Zimmer - December 7th.mp3
│   │       ├── 08 - Hans Zimmer - War.mp3
│   │       └── 09 - Hans Zimmer - Heart Of A Volunteer.mp3
│   ├── Pirates Of The Caribbean At World's End
│   │   └── Soundtrack
│   │       ├── 01 - Hoist The Colours.mp3
│   │       ├── 02 - Singapore.mp3
│   │       ├── 03 - At Wit's End.mp3
│   │       ├── 04 - Multiple Jacks.mp3
│   │       ├── 05 - Up Is Down.mp3
│   │       ├── 06 - I See Dead People in Boats.mp3
│   │       ├── 07 - The Brethren Court.mp3
│   │       ├── 08 - Parlay.mp3
│   │       ├── 09 - Calypso.mp3
│   │       ├── 10 - What Shall We Die For.mp3
│   │       ├── 11 - I Don't Think Now Is The Best Time.mp3
│   │       ├── 12 - One Day.mp3
│   │       └── 13 - Drink Up Me Hearties.mp3
│   ├── Pirates Of The Caribbean Dead Man's Chest
│   │   └── Soundtrack
│   │       ├── 01 - Jack Sparrow.mp3
│   │       ├── 02 - The Kraken.mp3
│   │       ├── 03 - Davy Jones.mp3
│   │       ├── 04 - I've Got My Eye On You.mp3
│   │       ├── 05 - Dinner Is Served.mp3
│   │       ├── 06 - Tia Dalma.mp3
│   │       ├── 07 - Two Hornpipes (Tortuga).mp3
│   │       ├── 08 - A Family Affair.mp3
│   │       ├── 09 - Wheel Of Fortune.mp3
│   │       ├── 10 - You Look Good Jack.mp3
│   │       ├── 11 - Hello Beastie.mp3
│   │       ├── 12 - He's A Pirate (Tiesto Remix).mp3
│   │       ├── 13 - He's A Pirate [Pete n' Red's Jolly Roger Radio Edit].mp3
│   │       └── 14 - He's A Pirate (Chris Joss Ship Ahoy Tribal Mix).mp3
│   ├── Point Of No Return
│   │   ├── Point Of No Return (Expanded score)
│   │   │   ├── 01 - Hans Zimmer - Haine.mp3
│   │   │   ├── 02 - Hans Zimmer - Code Nina.mp3
│   │   │   ├── 03 - Hans Zimmer - Changement.mp3
│   │   │   ├── 04 - Hans Zimmer - Bon Anniversaire Maggie.mp3
│   │   │   ├── 05 - Hans Zimmer - Cuisine De L'enfer.mp3
│   │   │   ├── 06 - Hans Zimmer - Plus Jamais.mp3
│   │   │   └── 07 - Hans Zimmer - Cloches De Marriage.mp3
│   │   └── Point Of No Return OST
│   │       ├── 01 - Hans Zimmer - Hate.mp3
│   │       ├── 02 - Hans Zimmer - Happy Birthday, Maggie.mp3
│   │       ├── 03 - Hans Zimmer - Wedding Bells.mp3
│   │       ├── 04 - Hans Zimmer - Hells Kitchen.mp3
│   │       ├── 05 - Hans Zimmer & Nina Simone - Here Comes The Sun.mp3
│   │       ├── 06 - Hans Zimmer & Nina Simone - I Want A Little Sugar In My Bowl.mp3
│   │       ├── 07 - Hans Zimmer & Nina Simone - Feeling Good.mp3
│   │       ├── 08 - Hans Zimmer & Nina Simone - Wild Is The Wind.mp3
│   │       └── 09 - Hans Zimmer & Nina Simone - Black Is The Color Of My True Love's Hair.mp3
│   ├── Radio Flyer
│   │   ├── 01 - Hans Zimmer - Radio Flyer Part I.mp3
│   │   ├── 02 - Hans Zimmer - Radio Flyer Part II.mp3
│   │   ├── 03 - Hans Zimmer - Radio Flyer Part III.mp3
│   │   └── 04 - Shirley Ellis - The Name Game.mp3
│   ├── Rain Man
│   │   ├── Expanded Score
│   │   │   ├── 01 - Hans Zimmer - 1M1.mp3
│   │   │   ├── 02 - Hans Zimmer - 2M2.mp3
│   │   │   ├── 03 - Hans Zimmer - 2M3.mp3
│   │   │   ├── 04 - Hans Zimmer - 2M4.mp3
│   │   │   ├── 05 - Hans Zimmer - 3M5.mp3
│   │   │   ├── 06 - Hans Zimmer - 5M6.mp3
│   │   │   ├── 07 - Hans Zimmer - 6M8X.mp3
│   │   │   ├── 08 - Hans Zimmer - 7M9  10.mp3
│   │   │   ├── 09 - Hans Zimmer - 8M11.mp3
│   │   │   ├── 10 - Hans Zimmer - Wild Pan Pipes.mp3
│   │   │   ├── 11 - Hans Zimmer - 12M14  15.mp3
│   │   │   ├── 12 - Hans Zimmer - Source Music.mp3
│   │   │   ├── 13 - Hans Zimmer - 9M13.mp3
│   │   │   ├── 14 - Hans Zimmer - 9M13 Wild Vocals and Percussion.mp3
│   │   │   ├── 15 - Hans Zimmer - 13M16.mp3
│   │   │   ├── 16 - Hans Zimmer - 13M17.mp3
│   │   │   ├── 17 - Hans Zimmer - 14M18.mp3
│   │   │   ├── 18 - Hans Zimmer - Slate For End Titles.mp3
│   │   │   ├── 19 - Hans Zimmer - End Titles.mp3
│   │   │   ├── 20 - Hans Zimmer - 8M12 (remix).mp3
│   │   │   ├── 21 - Hans Zimmer - Preparing for 12M14  15.mp3
│   │   │   └── 22 - Hans Zimmer - 12M14  15.mp3
│   │   └── OST
│   │       ├── 01 - Belle Stars - Iko Iko.mp3
│   │       ├── 02 - Johnny Clegg & Savuka - Scatterlings of Africa.mp3
│   │       ├── 03 - The Delta Rhythm Boys - Dry Bones.mp3
│   │       ├── 04 - Etta James - At Last.mp3
│   │       ├── 05 - Ian Gillan & Roger Glover - Lonely Avenue.mp3
│   │       ├── 06 - Bananarama - Nathan Jones.mp3
│   │       ├── 07 - Hans Zimmer - Leaving Wallbrook-On the Road.mp3
│   │       ├── 08 - Hans Zimmer - Las Vegas-End Credits.mp3
│   │       ├── 09 - Aaron Neville & Rob Wasserman - Stardust.mp3
│   │       └── 10 - Lou Christie - Beyond the Blue Horizon.mp3
│   ├── Regarding Henry
│   │   ├── 01 - Hans Zimmer - Walkin' Talkin' Man.mp3
│   │   ├── 02 - Hans Zimmer - A Cold Day in NY.mp3
│   │   ├── 03 - Hans Zimmer - Blowfish.mp3
│   │   ├── 04 - Hans Zimmer - Ritz.mp3
│   │   ├── 05 - Hans Zimmer - Henry vs. Henry.mp3
│   │   ├── 06 - Hans Zimmer - Ritz Part II.mp3
│   │   ├── 07 - Hans Zimmer - I Don't Like Eggs.mp3
│   │   ├── 08 - Hans Zimmer - Gotta Get Me Some of That.mp3
│   │   ├── 09 - Hans Zimmer - Central Park, 6pm.mp3
│   │   └── 10 - Hans Zimmer - Buddy Grooves.mp3
│   ├── Renaissance Man
│   │   ├── 01 - Hans Zimmer - Welcome to The Army.mp3
│   │   ├── 02 - Hans Zimmer - Letter From Home.mp3
│   │   ├── 03 - Hans Zimmer - Serving Your Country.mp3
│   │   ├── 04 - Hans Zimmer - To Thine Own Self....mp3
│   │   ├── 05 - Hans Zimmer - Stay With Me.mp3
│   │   ├── 06 - Hans Zimmer - Victory Starts Here.mp3
│   │   ├── 07 - Hans Zimmer - Benitez Does Henry.mp3
│   │   ├── 08 - Hans Zimmer - Everyone Is A Hero.mp3
│   │   └── 09 - Hans Zimmer - Marky Mark 'To Be Or Not To Be'.mp3
│   ├── Rhythm Of The Pride Lands
│   │   ├── 01 - Lebo M. - He Lives In You.mp3
│   │   ├── 02 - Jimmy Cliff Feat. Lebo M. - Hakuna Matata.mp3
│   │   ├── 03 - Lebo M. - The Lion Sleeps Tonight.mp3
│   │   ├── 04 - Lebo M. - Kube.mp3
│   │   ├── 05 - Khululiwe Sithole - Lea Halalela.mp3
│   │   ├── 06 - Lebo M. - It's Time.mp3
│   │   ├── 07 - Lebo M. - One By One.mp3
│   │   ├── 08 - Nathan Lane & Ernie Sabella - Warthog Rhapsody.mp3
│   │   ├── 09 - Lebo M. - Lala.mp3
│   │   ├── 10 - Lebo M. - Busa.mp3
│   │   └── 11 - Lebo M. - Noyana.mp3
│   ├── Riding in Cars With Boys
│   │   └── Soundtrack
│   │       ├── 01 - The Everly Brothers - All I Have To Do Is Dream.mp3
│   │       ├── 02 - Sonny & Cher - I Got You Babe.mp3
│   │       ├── 03 - Jelly Beans - I Wanna Love Him So Bad.mp3
│   │       ├── 04 - Billy Joe Royal - Down In The Boondocks.mp3
│   │       ├── 05 - The Chiffons - One Fine Day.mp3
│   │       ├── 06 - Sir Douglas Quintet - She's About A Mover.mp3
│   │       ├── 07 - Big Brother & The Holding Company - Piece Of My Heart.mp3
│   │       ├── 08 - Skeeter Davis - End Of The World.mp3
│   │       ├── 09 - The Five Stairsteps - O-o-oh Child.mp3
│   │       ├── 10 - Vic Damone - Cincinnati Dancing Pig.mp3
│   │       ├── 11 - Rare Earth - I Just Want To Celebrate.mp3
│   │       ├── 12 - Cyndi Lauper - Girls Just Want To Have Fun.mp3
│   │       └── 13 - Hans Zimmer & Heitor Pereira - Our Little Bit Of Score.mp3
│   ├── SharkTale
│   │   ├── 01 - Sean Paul & Ziggy Marley - 3 Little Birds.mp3
│   │   ├── 02 - Christina Aguilera feat Missy Elliott - Car Wash [Shark Tale Mix].mp3
│   │   ├── 03 - Justin Timberlake & Timbaland - Good Foot.mp3
│   │   ├── 04 - Jojo - Secret Love.mp3
│   │   ├── 05 - D12 - Lies & Rumors.mp3
│   │   ├── 06 - Mary J Blige feat Will Smith - Got 2 B Real.mp3
│   │   ├── 07 - Avent - Cant Wait.mp3
│   │   ├── 08 - Ludacris feat Bobby V & Lil Fate - Gold Digger.mp3
│   │   ├── 09 - India Arie - Get It Together.mp3
│   │   ├── 10 - The Pussycat Dolls - We Went As Far As We Felt Like Going.mp3
│   │   ├── 11 - Fan-3 - Digits.mp3
│   │   ├── 12 - Cheryl Lynn - Sweet Kind Of Love.mp3
│   │   └── 13 - Hans Zimmer - Some Of My Best Friends Are Sharks.mp3
│   ├── Smilla's Sense Of Snow
│   │   ├── 01 - Harry Gregson-Williams & Hans Zimmer - Greenland Anno 1859.mp3
│   │   ├── 02 - Harry Gregson-Williams & Hans Zimmer - Isiah's Theme.mp3
│   │   ├── 03 - Harry Gregson-Williams & Hans Zimmer - Smilla Learns More.mp3
│   │   ├── 04 - Harry Gregson-Williams & Hans Zimmer - Threatened With Jail.mp3
│   │   ├── 05 - Harry Gregson-Williams & Hans Zimmer - Who Is The Mechanic.mp3
│   │   ├── 06 - Harry Gregson-Williams & Hans Zimmer - Secrets Of The Ship.mp3
│   │   ├── 07 - Harry Gregson-Williams & Hans Zimmer - Chase At Sea.mp3
│   │   ├── 08 - Harry Gregson-Williams & Hans Zimmer - Greenland Revisited.mp3
│   │   ├── 09 - Harry Gregson-Williams & Hans Zimmer - The Truth Revealed.mp3
│   │   └── 10 - Harry Gregson-Williams & Hans Zimmer - End Titles.mp3
│   ├── Something's Gotta Give
│   │   └── Score
│   │       ├── 01 - Hans Zimmer - Remember Me.mp3
│   │       ├── 02 - Hans Zimmer - On The Beach.mp3
│   │       ├── 03 - Hans Zimmer - Me And Myself.mp3
│   │       ├── 04 - Hans Zimmer - Don Juan.mp3
│   │       ├── 05 - Hans Zimmer - Mom.mp3
│   │       ├── 06 - Hans Zimmer - With You.mp3
│   │       ├── 07 - Hans Zimmer - Discovery.mp3
│   │       ├── 08 - Hans Zimmer - Nice Time.mp3
│   │       ├── 09 - Hans Zimmer - My Place.mp3
│   │       ├── 10 - Hans Zimmer - Together.mp3
│   │       ├── 11 - Hans Zimmer - In Love.mp3
│   │       ├── 12 - Hans Zimmer - Seduction.mp3
│   │       ├── 13 - Hans Zimmer - You Love Someone.mp3
│   │       ├── 14 - Hans Zimmer - Still.mp3
│   │       ├── 15 - Hans Zimmer - Time Back.mp3
│   │       ├── 16 - Hans Zimmer - Home.mp3
│   │       └── 17 - Hans Zimmer - Finale.mp3
│   ├── Something To Talk About
│   │   ├── 01 - Hans Zimmer & Graham Preskett - Dysfunctionally, Yours.mp3
│   │   ├── 02 - Hans Zimmer & Graham Preskett - Kings Of Carolina.mp3
│   │   ├── 03 - Hans Zimmer & Graham Preskett - Dinner For Two.mp3
│   │   ├── 04 - Hans Zimmer & Graham Preskett - The Witches.mp3
│   │   ├── 05 - Hans Zimmer & Graham Preskett - Grace.mp3
│   │   ├── 06 - Hans Zimmer & Graham Preskett - Southern Comfort.mp3
│   │   └── 07 - Hans Zimmer & Graham Preskett - Tall Horses.mp3
│   ├── Space Rangers
│   │   └── Hans Zimmer & Mark Mancina - Space Rangers Theme.mp3
│   ├── Spanglish
│   │   ├── 01 - Hans Zimmer - Spanglish.mp3
│   │   ├── 02 - Hans Zimmer - The Beach.mp3
│   │   ├── 03 - Hans Zimmer - Welcome To The Claskys.mp3
│   │   ├── 04 - Hans Zimmer - Drunk & Disorderly.mp3
│   │   ├── 05 - Heitor Pereira - John Comes Home.mp3
│   │   ├── 06 - Hans Zimmer - Learning English.mp3
│   │   ├── 07 - Hans Zimmer - No Left.mp3
│   │   ├── 08 - Hans Zimmer - Malibu.mp3
│   │   ├── 09 - Hans Zimmer - Cooking.mp3
│   │   ├── 10 - Hans Zimmer - Bus Stop.mp3
│   │   └── 11 - Cloris Leachman & Ian Hyland - They Can't Take That Away From Me.mp3
│   ├── Spirit Stallion Of The Cimarron
│   │   ├── Score
│   │   │   ├── 01 Homeland - Here I Am.mp3
│   │   │   ├── 02 Swimming.mp3
│   │   │   ├── 03 Young Hearts.mp3
│   │   │   ├── 04 Investigating.mp3
│   │   │   ├── 05 The Long Road.mp3
│   │   │   ├── 06 Rain.mp3
│   │   │   ├── 07 Iron Horse Camp - Pulling.mp3
│   │   │   ├── 08 Triumph Over the Coronel.mp3
│   │   │   ├── 09 Fallen Rain.mp3
│   │   │   ├── 10 Train Escape.mp3
│   │   │   ├── 11 Canyon Chase.mp3
│   │   │   ├── 12 The Long Road Back.mp3
│   │   │   ├── 13 Reunion.mp3
│   │   │   └── 14 Run Free.mp3
│   │   └── Soundtrack
│   │       ├── 01 - Bryan Adams - Here I Am (End Titles).mp3
│   │       ├── 02 - Bryan Adams - I Will Always Return.mp3
│   │       ├── 03 - Bryan Adams - You Can't Take Me.mp3
│   │       ├── 04 - Bryan Adams - Get Off My Back.mp3
│   │       ├── 05 - Bryan Adams - Brothers Under The Sun.mp3
│   │       ├── 06 - Bryan Adams with Sarah McLachlan - Don't Let Go.mp3
│   │       ├── 07 - Bryan Adams - This Is Where I Belong.mp3
│   │       ├── 08 - Bryan Adams & Hans Zimmer - Here I Am.mp3
│   │       ├── 09 - Bryan Adams - Sound The Bugle.mp3
│   │       ├── 10 - Hans Zimmer - Run Free.mp3
│   │       ├── 11 - Hans Zimmer - Homeland (Main Title).mp3
│   │       ├── 12 - Hans Zimmer - Rain.mp3
│   │       ├── 13 - Hans Zimmer - The Long Road Back.mp3
│   │       ├── 14 - Bryan Adams - Nothing I've Ever Known.mp3
│   │       └── 15 - Bryan Adams - I Will Always Return.mp3
│   ├── Tears Of The Sun
│   │   ├── Tears Of The Sun OST
│   │   │   ├── 01 - Hans Zimmer - Yekeleni part I - Mia's lullabye.mp3
│   │   │   ├── 02 - Hans Zimmer - Heart of darkness.mp3
│   │   │   ├── 03 - Hans Zimmer - Small piece for doumbek and strings - Kopano part I.mp3
│   │   │   ├── 04 - Hans Zimmer - Under the forest calm.mp3
│   │   │   ├── 05 - Hans Zimmer - Yekeleni part II - Carnage.mp3
│   │   │   ├── 06 - Hans Zimmer - Kopano part II.mp3
│   │   │   ├── 07 - Hans Zimmer - Night.mp3
│   │   │   ├── 08 - Hans Zimmer - Cry in silence.mp3
│   │   │   ├── 09 - Hans Zimmer - The Jablonsky variations on a theme by HZ - Cameroon border post.mp3
│   │   │   └── 10 - Hans Zimmer - The journey - Kopano part III.mp3
│   │   └── Tears Of The Sun (Score Expanded Release)
│   │       ├── 01 - Heitor Pereira & Lebo M - Yekeleni Part 1  Nigeria Crisis.mp3
│   │       ├── 02 - Hans Zimmer - Parachute Drop.mp3
│   │       ├── 03 - Hans Zimmer - ...I'm Not Going To Hurt You.mp3
│   │       ├── 04 - Hans Zimmer - Responsibility.mp3
│   │       ├── 05 - Hans Zimmer - Rest.mp3
│   │       ├── 06 - Hans Zimmer & Lebo M - Kopano Part 1  Evacue.mp3
│   │       ├── 07 - Andreas Wollenwider & Heitor Pereira - Under The Forest Calm.mp3
│   │       ├── 08 - Heitor Pereira & Lebo M & Hans Zimmer - Yekeleni Part 2  Carnage  Kopano part 2.mp3
│   │       ├── 09 - Hans Zimmer - Night.mp3
│   │       ├── 10 - Hans Zimmer - Espionage.mp3
│   │       ├── 11 - Hans Zimmer - Negative Air Support.mp3
│   │       ├── 12 - Hans Zimmer - ...Good To Go.mp3
│   │       ├── 13 - Hans Zimmer & Martin Tillman & Jim Dooley - Promise  Cry In Silence.mp3
│   │       ├── 14 - Hans Zimmer - Sniper  Border Post.mp3
│   │       ├── 15 - Hans Zimmer - God Will Never Forget You.mp3
│   │       └── 16 - Hans Zimmer & Lebo M - The Journey  Kopano Part 3.mp3
│   ├── The Best of Hans Zimmer Soundtracks - by cvictor7
│   │   ├── 10 - Rise.mp3
│   │   ├── 11 - Flight.mp3
│   │   ├── 12 - Launch.mp3
│   │   ├── 13 - If You Love These People.mp3
│   │   ├── 14 - Home.m4a
│   │   ├── 15 - It's So Overt It's Covert.m4a
│   │   ├── 16 - Dream Is Collapsing.mp3
│   │   ├── 17 - Time.mp3
│   │   ├── 18 - Jack Sparrow.mp3
│   │   ├── 19 - Drink Up Me Hearties.mp3
│   │   ├── 1 - Do Not Go Gentle Into That Good Night.mp3
│   │   ├── 20 - Stopwatch.mp3
│   │   ├── 21 - Oysters in the Pits.mp3
│   │   ├── 22 - LK 1M1 Circle Of Life.mp3
│   │   ├── 23 - LK 6M13 Hakuna Matata.mp3
│   │   ├── 24 - Finale.m4a
│   │   ├── 2 - S.T.A.Y..mp3
│   │   ├── 3 - No Time For Caution.mp3
│   │   ├── 4 - Mountains.mp3
│   │   ├── 5 - Detach.mp3
│   │   ├── 7 - Like a Dog Chasing Cars.mp3
│   │   ├── 8 - Fear Will Find You.mp3
│   │   └── 9 -  Antrozous.mp3
│   ├── The Contender
│   │   ├── The Contender (bootleg)
│   │   │   ├── Hans Zimmer - The Contender (Antas version).mp3
│   │   │   ├── Hans Zimmer - The Contender (Arthen version).mp3
│   │   │   └── Nicolas - The Contender Medley.mp3
│   │   └── The Contender (Promo)
│   │       ├── 01 - Hans Zimmer - Main Title.mp3
│   │       ├── 02 - Hans Zimmer - Enter the Arena.mp3
│   │       ├── 03 - Hans Zimmer - Victory.mp3
│   │       ├── 04 - Hans Zimmer - Time to go.mp3
│   │       ├── 05 - Hans Zimmer - Defeat (Theme 1).mp3
│   │       ├── 06 - Hans Zimmer - Training.mp3
│   │       ├── 07 - Hans Zimmer - Defeat (Theme 2).mp3
│   │       └── 08 - Hans Zimmer - Doubts.mp3
│   ├── The Dark Knight Rises
│   │   ├── 1.01 - A Storm Is Coming.mp3
│   │   ├── 1.02 - On Thin Ice.mp3
│   │   ├── 1.03 - Gotham's Reckoning.mp3
│   │   ├── 1.04 - Mind If I Cut In!.mp3
│   │   ├── 1.05 - Underground Army.mp3
│   │   ├── 1.06 - Born In Darkness.mp3
│   │   ├── 1.07 - The Fire Rises.mp3
│   │   ├── 1.08 - Nothing Out There.mp3
│   │   ├── 1.09 - Despair.mp3
│   │   ├── 1.10 - Fear Will Find You.mp3
│   │   ├── 1.11 - Why Do We Fall!.mp3
│   │   ├── 1.12 - Death By Exile.mp3
│   │   ├── 1.13 - Imagine The Fire.mp3
│   │   ├── 1.14 - Necessary Evil.mp3
│   │   ├── 1.15 - Rise.mp3
│   │   ├── 1.16 - Bombers Over Ibiza (Junkie XL Remix).mp3
│   │   ├── 1.17 - No Stone Unturned.mp3
│   │   ├── 1.18 - Risen From Darkness.mp3
│   │   ├── 2.16 - All Out War.mp3
│   │   ├── 2.17 - The Shadows Betray You.mp3
│   │   ├── 2.18 - The End.mp3
│   │   ├── 3.16 - Wayne Manor.mp3
│   │   ├── 3.17 - Bane.mp3
│   │   ├── 3.18 - Selina Kyle.mp3
│   │   └── 3.19 - Orphan.mp3
│   ├── The Da Vinci Code
│   │   ├── 01 - Hans Zimmer - Dies Mercurii I Martius.mp3
│   │   ├── 02 - Hans Zimmer - L'Esprit des Gabriel.mp3
│   │   ├── 03 - Hans Zimmer - The Paschal Spiral.mp3
│   │   ├── 04 - Hans Zimmer - Fructus Gravis.mp3
│   │   ├── 05 - Hans Zimmer - Ad Arcana.mp3
│   │   ├── 06 - Hans Zimmer - Malleus Maleficarum.mp3
│   │   ├── 07 - Hans Zimmer - Salvete Virgines.mp3
│   │   ├── 08 - Hans Zimmer - Daniel's 9th Cipher.mp3
│   │   ├── 09 - Hans Zimmer - Poisoned Chalice.mp3
│   │   ├── 10 - Hans Zimmer - The Citrine Cross.mp3
│   │   ├── 11 - Hans Zimmer - Rose Of Arimathea.mp3
│   │   ├── 12 - Hans Zimmer - Beneath Alrischa.mp3
│   │   ├── 13 - Hans Zimmer - Chevaliers De Sangreal.mp3
│   │   └── 14 - Hans Zimmer - Kyrie For The Magdalene.mp3
│   ├── The Fan
│   │   └── Score
│   │       ├── 01 - Hans Zimmer - Main Title.mp3
│   │       ├── 02 - Hans Zimmer - Opening Days.mp3
│   │       ├── 03 - Hans Zimmer - Bobby's Down.mp3
│   │       ├── 04 - Hans Zimmer - Eleven.mp3
│   │       ├── 05 - Hans Zimmer - He's A Kid.mp3
│   │       ├── 06 - Hans Zimmer - Primo.mp3
│   │       ├── 07 - Hans Zimmer - Think About You Think About Me.mp3
│   │       ├── 08 - Hans Zimmer - Visiting Coop.mp3
│   │       ├── 09 - Hans Zimmer - Endgame.mp3
│   │       ├── 10 - Hans Zimmer - What Do You Want.mp3
│   │       ├── 11 - Hans Zimmer - End Credits.mp3
│   │       └── 12 - Hans Zimmer - Sacrifice Suite.mp3
│   ├── The Holiday
│   │   ├── 01 - Hans Zimmer - Maestro.mp3
│   │   ├── 02 - Hans Zimmer - Iris And Jasp.mp3
│   │   ├── 03 - Hans Zimmer - Kayak For One.mp3
│   │   ├── 04 - Hans Zimmer - Zero.mp3
│   │   ├── 05 - Hans Zimmer - Dream Kitchen.mp3
│   │   ├── 06 - Hans Zimmer - Seperate Vaca.mp3
│   │   ├── 07 - Hans Zimmer - Anything Can.mp3
│   │   ├── 08 - Hans Zimmer - Light My Fire.mp3
│   │   ├── 09 - Hans Zimmer - Definitely Un.mp3
│   │   ├── 10 - Hans Zimmer - If I Wanted T.mp3
│   │   ├── 11 - Hans Zimmer - Roadside Rhap.mp3
│   │   ├── 12 - Hans Zimmer - Busy Guy.mp3
│   │   ├── 13 - Hans Zimmer - For Nancy.mp3
│   │   ├── 14 - Hans Zimmer - It's Complica.mp3
│   │   ├── 15 - Hans Zimmer - Kiss Goodbye.mp3
│   │   ├── 16 - Hans Zimmer - Verso E Prosa.mp3
│   │   ├── 17 - Hans Zimmer - Meu Passado.mp3
│   │   ├── 18 - Hans Zimmer - The 'Cowch'.mp3
│   │   ├── 19 - Hans Zimmer - Three Muskete.mp3
│   │   ├── 20 - Hans Zimmer - Christmas Sur.mp3
│   │   ├── 21 - Hans Zimmer - Gumption.mp3
│   │   └── 22 - Hans Zimmer - Cry.mp3
│   ├── The House Of The Spirits
│   │   ├── 01 - Hans Zimmer - The House of the Spirits.mp3
│   │   ├── 02 - Hans Zimmer - Clara.mp3
│   │   ├── 03 - Hans Zimmer - Coup.mp3
│   │   ├── 04 - Hans Zimmer - Pedro and Blanca.mp3
│   │   └── 05 - Hans Zimmer - Clara's Ghost - La Paloma - Closing Titles.mp3
│   ├── The Last Days
│   │   └── Score
│   │       ├── 01 - Hans Zimmer - The Last Days Suite.mp3
│   │       ├── 02 - Hans Zimmer - Prosperity.mp3
│   │       ├── 03 - Hans Zimmer - Main Title Theme.mp3
│   │       ├── 04 - Hans Zimmer - Innocence.mp3
│   │       ├── 05 - Hans Zimmer - Occupation.mp3
│   │       ├── 06 - Hans Zimmer - Deportation.mp3
│   │       ├── 07 - Hans Zimmer - The Arrow Cross.mp3
│   │       ├── 08 - Hans Zimmer - Wallenburg.mp3
│   │       ├── 09 - Hans Zimmer - Separation.mp3
│   │       ├── 10 - Hans Zimmer - Auschwitz.mp3
│   │       ├── 11 - Hans Zimmer - Survival.mp3
│   │       ├── 12 - Hans Zimmer - Shabbat.mp3
│   │       ├── 13 - Hans Zimmer - Liberation.mp3
│   │       ├── 14 - Hans Zimmer - Cannot Forget.mp3
│   │       ├── 15 - Hans Zimmer - Remembrance.mp3
│   │       ├── 16 - Hans Zimmer - Edith's Theme.mp3
│   │       ├── 17 - Hans Zimmer - Returning.mp3
│   │       ├── 18 - Hans Zimmer - Life Today.mp3
│   │       └── 19 - Hans Zimmer - Final Theme.mp3
│   ├── The Last Samurai
│   │   └── Score
│   │       ├── 01 - Hans Zimmer - A Way of Life.mp3
│   │       ├── 02 - Hans Zimmer - Spectres in the Fog.mp3
│   │       ├── 03 - Hans Zimmer - Taken.mp3
│   │       ├── 04 - Hans Zimmer - A Hard Teacher.mp3
│   │       ├── 05 - Hans Zimmer - To Know My Enemy.mp3
│   │       ├── 06 - Hans Zimmer - Idyll's End.mp3
│   │       ├── 07 - Hans Zimmer - Safe Passage.mp3
│   │       ├── 08 - Hans Zimmer - Ronin.mp3
│   │       ├── 09 - Hans Zimmer - Red Warrior.mp3
│   │       ├── 10 - Hans Zimmer - The Way of the Sword.mp3
│   │       ├── 11 - Hans Zimmer - A Small Measure of Peace.mp3
│   │       └── 12 - Hans Zimmer - The Final Charge.mp3
│   ├── Thelma & Louise
│   │   ├── OST
│   │   │   ├── 01 - Glenn Frey - Part Of Me, Part Of You.mp3
│   │   │   ├── 02 - Charlie Sexton - Badlands.mp3
│   │   │   ├── 03 - Toni Childs - House Of Hope.mp3
│   │   │   ├── 04 - Grayson Hugh - I Canґt Untie You From Me.mp3
│   │   │   ├── 05 - B.B. King -  Better Not Look Down.mp3
│   │   │   ├── 06 - Kelly Willis - Little Honey.mp3
│   │   │   ├── 07 - Chris Whitley -  Kick The Stones.mp3
│   │   │   ├── 08 - Martha Reeves -  Wild Night.mp3
│   │   │   ├── 09 - Charlie Sexton - Tennessee Plates.mp3
│   │   │   ├── 10 - Marianne Faithfull - The Ballad Of Lucy Jordan.mp3
│   │   │   └── 11 - Hans Zimmer featuring Pete Haycock - Thunderbird.mp3
│   │   └── Score (bootleg)
│   │       ├── 01 - Hans Zimmer - Going To Mexico.mp3
│   │       ├── 02 - Hans Zimmer - J.D. Appears (J.D.'s Blues).mp3
│   │       ├── 03 - Hans Zimmer - Butt Talk.mp3
│   │       ├── 04 - Hans Zimmer - Happy Birthday, Lady.mp3
│   │       ├── 05 - Hans Zimmer - Picking Up J.D..mp3
│   │       ├── 06 - Hans Zimmer - Cops.mp3
│   │       ├── 07 - Hans Zimmer - Jimmy's Money.mp3
│   │       ├── 08 - Hans Zimmer - The F.B.I..mp3
│   │       ├── 09 - Hans Zimmer - The Robbery (Drive, Drive!).mp3
│   │       ├── 10 - Hans Zimmer - Homecoming - Railway Station.mp3
│   │       ├── 11 - Hans Zimmer - Loading Guns.mp3
│   │       ├── 12 - Hans Zimmer - Cattle Stop.mp3
│   │       ├── 13 - Hans Zimmer - Wide Awake.mp3
│   │       ├── 14 - Hans Zimmer - Bitches From Hell.mp3
│   │       ├── 15 - Hans Zimmer - The Chase - Grand Canyon.mp3
│   │       ├── 16 - Hans Zimmer - The Decision - End Credits.mp3
│   │       └── 17 - Hans Zimmer - Thelma & Louise (Thunderbirds).mp3
│   ├── The Peacemaker
│   │   ├── Recording Sessions
│   │   │   ├── CD 1
│   │   │   │   ├── 01 - Hans Zimmer & Gavin Greenaway  - Bosnia.mp3
│   │   │   │   ├── 02 - Hans Zimmer & Gavin Greenaway  - Train .mp3
│   │   │   │   ├── 03 - Hans Zimmer & Gavin Greenaway  - Chase - Film Version.mp3
│   │   │   │   ├── 04 - Hans Zimmer & Gavin Greenaway  - Nuclear Foult .mp3
│   │   │   │   ├── 05 - Hans Zimmer & Gavin Greenaway  - Kodoroff.mp3
│   │   │   │   ├── 06 - Hans Zimmer & Gavin Greenaway  - Is Alive .mp3
│   │   │   │   ├── 07 - Hans Zimmer & Gavin Greenaway  - Evidence .mp3
│   │   │   │   ├── 08 - Hans Zimmer & Gavin Greenaway  - Password .mp3
│   │   │   │   ├── 09 - Hans Zimmer & Gavin Greenaway  - Outside Line .mp3
│   │   │   │   ├── 10 - Hans Zimmer & Gavin Greenaway  - The Real World.mp3
│   │   │   │   ├── 11 - Hans Zimmer & Gavin Greenaway  - Sarajevo.mp3
│   │   │   │   ├── 12 - Hans Zimmer & Gavin Greenaway  - Piano Teacher .mp3
│   │   │   │   ├── 13 - Hans Zimmer & Gavin Greenaway  - The Frontier .mp3
│   │   │   │   ├── 14 - Hans Zimmer & Gavin Greenaway  - Impasse.mp3
│   │   │   │   ├── 15 - Hans Zimmer & Gavin Greenaway  - I Need More Time .mp3
│   │   │   │   ├── 16 - Hans Zimmer & Gavin Greenaway  - Davoe's Revenge .mp3
│   │   │   │   ├── 17 - Hans Zimmer & Gavin Greenaway  - I Never... .mp3
│   │   │   │   ├── 18 - Hans Zimmer & Gavin Greenaway  - Your Need People Need You .mp3
│   │   │   │   ├── 19 - Hans Zimmer & Gavin Greenaway  - I'm Not a Monster .mp3
│   │   │   │   ├── 20 - Hans Zimmer & Gavin Greenaway  - Piano Sereno .mp3
│   │   │   │   ├── 21 - Hans Zimmer & Gavin Greenaway  - I Must Go .mp3
│   │   │   │   ├── 22 - Hans Zimmer & Gavin Greenaway  - Russia's Dangerous .mp3
│   │   │   │   ├── 23 - Hans Zimmer & Gavin Greenaway  - Peacemaker.mp3
│   │   │   │   ├── 24 - Hans Zimmer & Gavin Greenaway  - Encounter.mp3
│   │   │   │   ├── 25 - Hans Zimmer & Gavin Greenaway  - Family.mp3
│   │   │   │   └── 26 - Hans Zimmer & Gavin Greenaway  - Inflection Point .mp3
│   │   │   └── CD 2
│   │   │       ├── 01 - Hans Zimmer & Gavin Greenaway - La Guardia .mp3
│   │   │       ├── 02 - Hans Zimmer & Gavin Greenaway - Searching.mp3
│   │   │       ├── 03 - Hans Zimmer & Gavin Greenaway - Where  .mp3
│   │   │       ├── 04 - Hans Zimmer & Gavin Greenaway - The Target Missing .mp3
│   │   │       ├── 05 - Hans Zimmer & Gavin Greenaway - You Can't Stop This .mp3
│   │   │       ├── 06 - Hans Zimmer & Gavin Greenaway - Prelude.mp3
│   │   │       ├── 07 - Hans Zimmer & Gavin Greenaway - 000059 .mp3
│   │   │       ├── 08 - Hans Zimmer & Gavin Greenaway - You Okay... .mp3
│   │   │       ├── 09 - Hans Zimmer & Gavin Greenaway - Finale  End Title .mp3
│   │   │       ├── 10 - Hans Zimmer & Gavin Greenaway - Chase.mp3
│   │   │       ├── 11 - Hans Zimmer & Gavin Greenaway - Alternate 1.mp3
│   │   │       ├── 12 - Hans Zimmer & Gavin Greenaway - Alternate 2.mp3
│   │   │       └── 13 - Hans Zimmer & Gavin Greenaway - Alternate 3.mp3
│   │   ├── Soundtrack
│   │   │   ├── 01 - Hans Zimmer - Trains.mp3
│   │   │   ├── 02 - Gavin Greenaway - Devoe's Revenge.mp3
│   │   │   ├── 03 - Hans Zimmer - Sarajevo.mp3
│   │   │   ├── 04 - Hans Zimmer - Chase.mp3
│   │   │   └── 05 - Hans Zimmer - Peacemaker.mp3
│   │   └── Unused Cues
│   │       ├── 01 - Hans Zimmer - Road Block.mp3
│   │       ├── 02 - Hans Zimmer - Exposure.mp3
│   │       ├── 03 - Hans Zimmer - Enemy Lines.mp3
│   │       ├── 04 - Hans Zimmer - Retrieving The Files.mp3
│   │       ├── 05 - Hans Zimmer - ...''This Is Not Our War''.mp3
│   │       ├── 06 - Hans Zimmer - Dangerous Ground.mp3
│   │       └── 07 - Hans Zimmer - The Search.mp3
│   ├── The Pledge
│   │   └── Soundtrack
│   │       ├── 01 - Hans Zimmer & Klaus Badelt - The Angler.mp3
│   │       ├── 02 - Hans Zimmer & Klaus Badelt - Boogey Man.mp3
│   │       ├── 03 - Hans Zimmer & Klaus Badelt - Jerry & Lori.mp3
│   │       ├── 04 - Hans Zimmer & Klaus Badelt - Church Nightmare.mp3
│   │       ├── 05 - Hans Zimmer & Klaus Badelt - Revisit Crime Scene.mp3
│   │       ├── 06 - Hans Zimmer & Klaus Badelt - My Coat.mp3
│   │       ├── 07 - Hans Zimmer & Klaus Badelt - The Wizard.mp3
│   │       ├── 08 - Hans Zimmer & Klaus Badelt - Ex Cop.mp3
│   │       ├── 09 - Hans Zimmer & Klaus Badelt - He'd Rather Not.mp3
│   │       ├── 10 - Hans Zimmer & Klaus Badelt - Land of Christmas.mp3
│   │       ├── 11 - Hans Zimmer & Klaus Badelt - Reading Stories.mp3
│   │       ├── 12 - Hans Zimmer & Klaus Badelt - Turkeys.mp3
│   │       ├── 13 - Hans Zimmer & Klaus Badelt - The Pledge.mp3
│   │       ├── 14 - Hans Zimmer & Klaus Badelt - The Swing.mp3
│   │       ├── 15 - Hans Zimmer & Klaus Badelt - Ginny's Picture.mp3
│   │       └── 16 - Hans Zimmer & Klaus Badelt - You're Crazy.mp3
│   ├── The Power Of One
│   │   ├── 01 - Hans Zimmer & Lebo M. - The Rainmaker.mp3
│   │   ├── 02 - Hans Zimmer & Lebo M. - Mother Africa.mp3
│   │   ├── 03 - Hans Zimmer & Lebo M. - Of Death And Dying.mp3
│   │   ├── 04 - Bulawayo Church Choir - Limpopo River Song.mp3
│   │   ├── 05 - Teddy Pendergrass - The Power Of One.mp3
│   │   ├── 06 - Hans Zimmer & Lebo M. - Woza Mfana.mp3
│   │   ├── 07 - J. Clegg - Southland Concerto.mp3
│   │   ├── 08 - J. Clegg - Senzenina.mp3
│   │   ├── 09 - Hans Zimmer & Lebo M. - Penny Whistle Song.mp3
│   │   ├── 10 - Bulawayo Church Choir - The Funeral Song.mp3
│   │   ├── 11 - Bulawayo Church Choir - Wangal Unozipho.mp3
│   │   └── 12 - Hans Zimmer & Lebo M. - Mother Africa Reprise.mp3
│   ├── The Prince Of Egypt
│   │   └── Soundtrack
│   │       ├── 01 - Mariah Carey & Whitney Houston - The Prince of Egypt (When You Believe).mp3
│   │       ├── 02 - Ofra Haza & Eden Riegel - Deliver Us.mp3
│   │       ├── 03 - Hans Zimmer - The Reprimand.mp3
│   │       ├── 04 - Hans Zimmer - Following Tzipporah.mp3
│   │       ├── 05 - Amick Byram & Linda Dee Shayne - All I Ever Wanted (With Queen's Reprise) .mp3
│   │       ├── 06 - Hans Zimmer & Ofra Haza - Goodbye Brother.mp3
│   │       ├── 07 - Brian Stokes Mitchell - Through Heaven's Eyes.mp3
│   │       ├── 08 - Hans Zimmer - The Burning Bush.mp3
│   │       ├── 09 - Steve Martin & Martin Short - Playing With The Big Boys.mp3
│   │       ├── 10 - Hans Zimmer & Ofra Haza - Cry.mp3
│   │       ├── 11 - Hans Zimmer - Rally.mp3
│   │       ├── 12 - Ralph Fiennes & Amick Byram - The Plagues.mp3
│   │       ├── 13 - Hans Zimmer - Death Of The First Born.mp3
│   │       ├── 14 - Michelle Pfieffer & Sally Dworsky - When You Believe.mp3
│   │       ├── 15 - Hans Zimmer - Red Sea.mp3
│   │       ├── 16 - K-Ci & JoJo - Through Heaven's Eyes.mp3
│   │       ├── 17 - Amy Grant - River Lullaby.mp3
│   │       ├── 18 - Jessica Andrews & Clint Black & Boyz II Men & Shirley Caesar & Jesse Campbell & Beth Nielsen Chapman - Humanity.mp3
│   │       └── 19 - Boyz II Men - I Will Get There.mp3
│   ├── The Ring 2
│   │   ├── 01 - Hans Zimmer - The well.mp3
│   │   ├── 02 - Hans Zimmer - Before you die you see the ring.mp3
│   │   ├── 03 - Hans Zimmer - This is going to hurt.mp3
│   │   ├── 04 - Hans Zimmer - Burning tree.mp3
│   │   ├── 05 - Hans Zimmer - Not your mommy.mp3
│   │   ├── 06 - Hans Zimmer - Shelter mountain.mp3
│   │   ├── 07 - Hans Zimmer - The ferry.mp3
│   │   ├── 08 - Hans Zimmer - I'll follow your voice.mp3
│   │   ├── 09 - Hans Zimmer - She never sleeps.mp3
│   │   ├── 10 - Hans Zimmer - Let the dead get in.mp3
│   │   ├── 11 - Hans Zimmer - Seven days.mp3
│   │   └── 12 - Hans Zimmer - Television.mp3
│   ├── The Road To El Dorado
│   │   └── Score
│   │       ├── 01 - Hans Zimmer & John Powell - Spain 1519.mp3
│   │       ├── 02 - Hans Zimmer & John Powell - Tulio & Miguel.mp3
│   │       ├── 03 - Hans Zimmer & John Powell - The Brig - Altivo.mp3
│   │       ├── 04 - Hans Zimmer & John Powell - Friends - The Storm.mp3
│   │       ├── 05 - Hans Zimmer & John Powell - We are Safe.mp3
│   │       ├── 06 - Hans Zimmer & John Powell - The Gods are Here!!!.mp3
│   │       ├── 07 - Hans Zimmer & John Powell - Cheldorado.mp3
│   │       ├── 08 - Hans Zimmer & John Powell - To Shibalba.mp3
│   │       ├── 09 - Hans Zimmer & John Powell - The Ball Game.mp3
│   │       ├── 10 - Hans Zimmer & John Powell - Save El Dorado.mp3
│   │       └── 11 - Hans Zimmer & John Powell - Wonders of the New World.mp3
│   ├── The Rock
│   │   ├── Score
│   │   │   ├── 01 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Hummel Gets The Rockets.mp3
│   │   │   ├── 02 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Rock House Jaill.mp3
│   │   │   ├── 03 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Jade.mp3
│   │   │   ├── 04 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - In The Tunnel.mp3
│   │   │   ├── 05 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Mason's Walk - First Launch.mp3
│   │   │   ├── 06 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Rocket Away.mp3
│   │   │   ├── 07 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Fort Walton - Kansas.mp3
│   │   │   └── 08 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - The Chase.mp3
│   │   └── The Rock Complete Score (No SXF)
│   │       ├── CD 1
│   │       │   ├── 01 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Hummel Gets The Rockets.mp3
│   │       │   ├── 02 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - The Shower Scene.mp3
│   │       │   ├── 03 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - In the Tunnels.mp3
│   │       │   ├── 04 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Baby Doll.mp3
│   │       │   ├── 05 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Jade.mp3
│   │       │   ├── 06 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Unused Cue - Welcome to the Rock.mp3
│   │       │   ├── 07 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Opening Titles.mp3
│   │       │   ├── 08 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Hummel's Speech.mp3
│   │       │   ├── 09 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Rodent Problem.mp3
│   │       │   ├── 10 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - The Morgue.mp3
│   │       │   ├── 11 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Off the Track.mp3
│   │       │   ├── 12 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Mason's Walk.mp3
│   │       │   ├── 13 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Rock House Jail.mp3
│   │       │   ├── 14 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Deadline.mp3
│   │       │   ├── 15 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Aftermath.mp3
│   │       │   └── 16 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Lift Off.mp3
│   │       └── CD 2
│   │           ├── 01 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Lift Off (Album Version edit).mp3
│   │           ├── 02 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - First Launch.mp3
│   │           ├── 03 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Welcome to the Rock.mp3
│   │           ├── 04 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - The Quarter.mp3
│   │           ├── 05 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Green Smoke.mp3
│   │           ├── 06 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Fort Walton - Kansas.mp3
│   │           ├── 07 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Mutiny.mp3
│   │           ├── 08 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - The Chase.mp3
│   │           ├── 09 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - The Last Chip.mp3
│   │           ├── 10 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Lighthouse.mp3
│   │           └── 11 - Hans Zimmer, Nick Glennie-Smith & Harry Gregson-Williams - Safe - Mason Disappears.mp3
│   ├── The Simpsons Movie
│   │   ├── 01 - Danny Elfman - The Simpsons Theme.mp3
│   │   ├── 02 - Hans Zimmer - Trapped Like Carrots.mp3
│   │   ├── 03 - Hans Zimmer - Doomsday is Family Time.mp3
│   │   ├── 04 - Hans Zimmer - Release The Hounds.mp3
│   │   ├── 05 - Hans Zimmer - Clap For Alaska.mp3
│   │   ├── 06 - Hans Zimmer - What's An Epiphany.mp3
│   │   ├── 07 - Hans Zimmer - Thank You Boob Lady.mp3
│   │   ├── 08 - Hans Zimmer - You Doomed Us All...Again.mp3
│   │   ├── 09 - Hans Zimmer - ...Lead, Not to Read.mp3
│   │   ├── 10 - Hans Zimmer - Why Does Everything I Whip Leave Me.mp3
│   │   ├── 11 - Hans Zimmer - Bart's Doodle.mp3
│   │   ├── 12 - Hans Zimmer - Worlds Fattest Fertilizer Salesman.mp3
│   │   ├── 13 - Hans Zimmer - His Big Fat Butt Could Shield Us All.mp3
│   │   ├── 14 - Hans Zimmer - Spider Pig.mp3
│   │   └── 15 - Ryeland Allison - Recklessly Impulsive.mp3
│   ├── The Thin Red Line
│   │   └── Soundtrack
│   │       ├── 01 - Hans Zimmer - The Coral Atoll.mp3
│   │       ├── 02 - Hans Zimmer - The Lagoon.mp3
│   │       ├── 03 - Hans Zimmer - Journey to the Line.mp3
│   │       ├── 04 - Hans Zimmer - Light.mp3
│   │       ├── 05 - Hans Zimmer - Beam.mp3
│   │       ├── 06 - Hans Zimmer - Air.mp3
│   │       ├── 07 - Hans Zimmer - Stone in My Heart.mp3
│   │       ├── 08 - Hans Zimmer - The Village.mp3
│   │       ├── 09 - Hans Zimmer - Silence.mp3
│   │       ├── 10 - Hans Zimmer - God Yu Tekkem Laef Blong Mi.mp3
│   │       └── 11 - Francesco Lupica - Sit Back and Relax.mp3
│   ├── The Weather Man
│   │   └── Score(bootleg)
│   │       ├── 01 - Hans Zimmer - Pling Plong.mp3
│   │       ├── 02 - Hans Zimmer - Monochrome.mp3
│   │       ├── 03 - Hans Zimmer - You Should Carry More.mp3
│   │       ├── 04 - Hans Zimmer - Visions Of SpongeBob.mp3
│   │       ├── 05 - Hans Zimmer - Living Funeral.mp3
│   │       ├── 06 - Hans Zimmer - Hot Apple Pie.mp3
│   │       ├── 07 - Hans Zimmer - Melanchromy.mp3
│   │       ├── 08 - Hans Zimmer - Who Knows.mp3
│   │       └── 09 - Hans Zimmer - Weather Man.mp3
│   ├── The Whole Wide World
│   │   ├── 01 - Hans Zimmer & Harry Gregson-Williams - The Love Theme.mp3
│   │   ├── 02 - Hans Zimmer & Harry Gregson-Williams - Two Sides of Bob.mp3
│   │   ├── 03 - Hans Zimmer & Harry Gregson-Williams - Conan Emerges.mp3
│   │   ├── 04 - Hans Zimmer & Harry Gregson-Williams - Novalyne Reflects.mp3
│   │   ├── 05 - Hans Zimmer & Harry Gregson-Williams - The Telegram.mp3
│   │   ├── 06 - Hans Zimmer & Harry Gregson-Williams - A Yarn Unfolds.mp3
│   │   ├── 07 - Hans Zimmer & Harry Gregson-Williams - Letters at Sunset - The Cabin.mp3
│   │   ├── 08 - Hans Zimmer & Harry Gregson-Williams - Bob's Despair.mp3
│   │   ├── 09 - Hans Zimmer & Harry Gregson-Williams - ...Let Go of Your Mother.mp3
│   │   ├── 10 - Hans Zimmer & Harry Gregson-Williams - Novalyne's Theme.mp3
│   │   ├── 11 - Hans Zimmer & Harry Gregson-Williams - Sombrero.mp3
│   │   └── 12 - Hans Zimmer & Harry Gregson-Williams - End Titles.mp3
│   ├── Thunderbirds
│   │   ├── 01 - Hans Zimmer - Thunderbirds Are Go! (Original TV Series Theme).mp3
│   │   ├── 02 - Hans Zimmer - International Rescue.mp3
│   │   ├── 03 - Hans Zimmer - Lady Penelope At Your Service.mp3
│   │   ├── 04 - Hans Zimmer - The Hood.mp3
│   │   ├── 05 - Hans Zimmer - You Need To Grow Up.mp3
│   │   ├── 06 - Hans Zimmer - Can't Wait To Be A Thunderbird.mp3
│   │   ├── 07 - Hans Zimmer - Galion Electrolyte Compound.mp3
│   │   ├── 08 - Hans Zimmer - TB 3 Takeoff.mp3
│   │   ├── 09 - Hans Zimmer - Tracy Island.mp3
│   │   ├── 10 - Hans Zimmer - Junior Mission.mp3
│   │   ├── 11 - Hans Zimmer - Fafafa... No Way.mp3
│   │   ├── 12 - Hans Zimmer - Thunderize.mp3
│   │   ├── 13 - Hans Zimmer - Lady Penelope To The Rescue.mp3
│   │   ├── 14 - Hans Zimmer - Buggy Chase.mp3
│   │   ├── 15 - Hans Zimmer - Major Disaster.mp3
│   │   ├── 16 - Hans Zimmer - Bank Of England.mp3
│   │   ├── 17 - Hans Zimmer - F.A.B..mp3
│   │   └── 18 - Busted - Thunderbirds Are Go (Featuring Busted).mp3
│   ├── Toys
│   │   ├── 01 - Pyotr Ilyich Tchaikovsky - Winter Reveries.mp3
│   │   ├── 02 - Wendy & Lisa - The Closing Of The Year (Main Theme).mp3
│   │   ├── 03 - Enya - Ebudae.mp3
│   │   ├── 04 - Tori Amos - The Happy Worker.mp3
│   │   ├── 05 - Julia Migenes & Hans Zimmer - Alsatia's Lullaby.mp3
│   │   ├── 06 - The Musical Cast of Toys - Workers.mp3
│   │   ├── 07 - Hans Zimmer & Trevor Horn - Let Joy And Innocence Prevail.mp3
│   │   ├── 08 - Hans Zimmer - The General.mp3
│   │   ├── 09 - Thomas Dolby, Robin Williams & Joan Cusack - The Mirror Song.mp3
│   │   ├── 10 - Hans Zimmer - Battle Introduction.mp3
│   │   ├── 11 - Frankie Goes To Hollywood - Welcome To The Pleasuredome.mp3
│   │   ├── 12 - Grace Jones - Let Joy And Innocence Prevail.mp3
│   │   └── 13 - Hans Zimmer, Trevor Horn & Bruce Woolley - The Closing Of The Year - Happy Workers.mp3
│   ├── True Romance
│   │   └── Soundtrack
│   │       ├── 01 - Hans Zimmer - You're So Cool.mp3
│   │       ├── 02 - Charlie Sexton - Graceland.mp3
│   │       ├── 03 - John Waite - In Dreams.mp3
│   │       ├── 04 - Charles & Eddie - Wounded Bird.mp3
│   │       ├── 05 - Nymphomania - I Want Your Body.mp3
│   │       ├── 06 - Hans Zimmer - Stars At Dawn.mp3
│   │       ├── 07 - Shelby Lynne - I Need A Heart To Come Home To.mp3
│   │       ├── 08 - Howard Blake - Viens Mallika Sous Le Dome.mp3
│   │       ├── 09 - Robert Palmer - (love Is) The Tender Trap.mp3
│   │       ├── 10 - Soundgarden - Outshined.mp3
│   │       ├── 11 - Hans Zimmer - Amid The Chaos Of The Day.mp3
│   │       └── 12 - Chris Isaak - Two Hearts.mp3
│   ├── Two Deaths
│   │   ├── 01 - Hans Zimmer - Opening Tango.mp3
│   │   ├── 02 - Hans Zimmer - Ana's Child.mp3
│   │   ├── 03 - Hans Zimmer - Daniel & Ana Die Finale.mp3
│   │   └── 04 - Hans Zimmer - Suite.mp3
│   ├── White Fang
│   │   └── Additional Music
│   │       ├── 01 - Basil Poledouris & Hans Zimmer - Main Title.mp3
│   │       ├── 02 - Basil Poledouris & Hans Zimmer - The Golden Gate.mp3
│   │       ├── 03 - Basil Poledouris & Hans Zimmer - Wolves.mp3
│   │       ├── 04 - Basil Poledouris & Hans Zimmer - Whielp's Wolf.mp3
│   │       ├── 05 - Basil Poledouris & Hans Zimmer - White Fang #1.mp3
│   │       ├── 06 - Basil Poledouris & Hans Zimmer - White Fang #2.mp3
│   │       ├── 07 - Basil Poledouris & Hans Zimmer - The Wolf Mother Dies.mp3
│   │       ├── 08 - Basil Poledouris & Hans Zimmer - White Fang #3.mp3
│   │       ├── 09 - Basil Poledouris & Hans Zimmer - Discovering The World  no name.mp3
│   │       ├── 10 - Basil Poledouris & Hans Zimmer - White Fang #4.mp3
│   │       ├── 11 - Basil Poledouris & Hans Zimmer - White Fang #5  Arrive To The Mine.mp3
│   │       ├── 12 - Basil Poledouris & Hans Zimmer - White Fang #6.mp3
│   │       ├── 13 - Basil Poledouris & Hans Zimmer - White Fang #7.mp3
│   │       ├── 14 - Basil Poledouris & Hans Zimmer - White Fang #8.mp3
│   │       ├── 15 - Basil Poledouris & Hans Zimmer - White Fang #9.mp3
│   │       ├── 16 - Basil Poledouris & Hans Zimmer - New Friends.mp3
│   │       ├── 17 - Basil Poledouris & Hans Zimmer - White Fang #10.mp3
│   │       ├── 18 - Basil Poledouris & Hans Zimmer - White Fang #11.mp3
│   │       ├── 19 - Basil Poledouris & Hans Zimmer - White Fang And Jack.mp3
│   │       ├── 20 - Basil Poledouris & Hans Zimmer - Bye White Fang.mp3
│   │       ├── 21 - Basil Poledouris & Hans Zimmer - White Fang #12.mp3
│   │       └── 22 - Basil Poledouris & Hans Zimmer - Finale.mp3
│   ├── Wings Of A Film
│   │   ├── 01 - Hans Zimmer - Gladiator Now We Are Free.mp3
│   │   ├── 02 - Hans Zimmer - Gladiator Am I Not Merciful.mp3
│   │   ├── 03 - Hans Zimmer - Driving Miss Daisy Driving.mp3
│   │   ├── 04 - Hans Zimmer - Thelma & Louise Thunderbird.mp3
│   │   ├── 05 - Hans Zimmer - The Thin Red Line Journey To The Line.mp3
│   │   ├── 06 - Hans Zimmer - Mission Impossible 2 Nyah And Ethan.mp3
│   │   ├── 07 - Hans Zimmer - The Lion King Lea Halalela.mp3
│   │   ├── 08 - Hans Zimmer - Power Of One Mother Africa.mp3
│   │   ├── 09 - Hans Zimmer - Nine Months Suite.mp3
│   │   ├── 10 - Hans Zimmer - Rain Man Main Theme.mp3
│   │   ├── 11 - Hans Zimmer - True Romance Main Theme.mp3
│   │   └── 12 - Hans Zimmer - The Lion King Busa.mp3
│   └── Younger And Younger
│       ├── 01 - Hans Zimmer - Vorspiel.mp3
│       ├── 02 - Don Jon Vaughn - My Organ.mp3
│       ├── 03 - Hans Zimmer - Roses.mp3
│       ├── 04 - Hans Zimmer - Lazy Afternoon.mp3
│       ├── 05 - Don Jon Vaughn - The Morning After.mp3
│       ├── 06 - Hans Zimmer - Ghosts in Love.mp3
│       ├── 07 - Hans Zimmer - Penny From Heaven.mp3
│       ├── 08 - Donald Sutherland & Lisa Angel - Show Me Your Face.mp3
│       ├── 09 - Don Jon Vaughn - Rabbits.mp3
│       ├── 10 - Hans Zimmer - Disco!.mp3
│       └── 11 - Hans Zimmer - Show Me Your Face (Reprise).mp3
├── In Flames
│   ├── [1994] Lunar Strain [2005 Re-Releases]
│   │   ├── 01 - Behind Space.mp3
│   │   ├── 02 - Clad in Shadows.mp3
│   │   ├── 03 - Lunar Strain.mp3
│   │   ├── 04 - Starforsaken.mp3
│   │   ├── 05 - Dreamscape.mp3
│   │   ├── 06 - Everlost (Part I).mp3
│   │   ├── 07 - Everlost (Part II).mp3
│   │   ├── 08 - Hargalaten.mp3
│   │   ├── 09 - In Flames.mp3
│   │   ├── 10 - Upon an Oaken Throne.mp3
│   │   ├── 11 - In Flames (Promo Version).mp3
│   │   ├── 12 - Upon An Oaken Throne (Promo Version).mp3
│   │   ├── 13 - Acoustic Piece (Promo Version).mp3
│   │   └── 14 - Clad In Shadows (Promo Version).mp3
│   ├── [1994] Subterranean [EP]
│   │   ├── 01 - Stand Ablaze.mp3
│   │   ├── 02 - Ever Dying.mp3
│   │   ├── 03 - Subterranean.mp3
│   │   ├── 04 - Timeless.mp3
│   │   ├── 05 - Biosphere.mp3
│   │   ├── 06 - Dead Eternity.mp3
│   │   ├── 07 - The Inborn Lifeless.mp3
│   │   ├── 08 - Eye of the Beholder (Metallica Cover).mp3
│   │   └── 09 - Murders in the Rue Morgue (Iron Maiden Cover).mp3
│   ├── [1996] The Jester Race [2008 Re-Releases + Bonus Japanese Edition]
│   │   ├── 01 - Moonshield.mp3
│   │   ├── 02 - The Jester's Dance.mp3
│   │   ├── 03 - Artifacts Of The Black Rain.mp3
│   │   ├── 04 - Graveland.mp3
│   │   ├── 05 - Lord Hypnos.mp3
│   │   ├── 06 - Dead Eternity.mp3
│   │   ├── 07 - The Jester Race.mp3
│   │   ├── 08 - December Flower.mp3
│   │   ├── 09 - Wayfaerer.mp3
│   │   ├── 10 - Dead God In Me.mp3
│   │   ├── 11 - Goliaths Disarm Their Davids.mp3
│   │   ├── 12 - Gyroscope.mp3
│   │   ├── 13 - Acoustic Medley.mp3
│   │   ├── 14 - Behind Space (Live).mp3
│   │   ├── 15 - Dead Eternity (Demo).mp3
│   │   └── 16 - The Inborn Lifeless (Demo).mp3
│   ├── [1997] Whoracle [Reissue 2002] (Deluxe Edition)
│   │   ├── 01 - Jotun.mp3
│   │   ├── 02 - Food For The Gods.mp3
│   │   ├── 03 - Gyroscope.mp3
│   │   ├── 04 - Dialogue With The Stars.mp3
│   │   ├── 05 - The Hive.mp3
│   │   ├── 06 - Jester Script Transfigured.mp3
│   │   ├── 07 - Morphing Into Primal.mp3
│   │   ├── 08 - Worlds Within The Margin.mp3
│   │   ├── 09 - Episode 666.mp3
│   │   ├── 10 - Everything Counts.mp3
│   │   ├── 11 - Whoracle.mp3
│   │   └── 12 - Clad In Shadows '99 (Bonus Track).mp3
│   ├── [1999] Colony (Japanese Edition)
│   │   ├── 01 - Embody The Invisible.mp3
│   │   ├── 02 - Ordinary Story.mp3
│   │   ├── 03 - Scorn.mp3
│   │   ├── 04 - Colony.mp3
│   │   ├── 05 - Zombie Inc..mp3
│   │   ├── 06 - Pallar Anders Visa.mp3
│   │   ├── 07 - Coerced Coexistence.mp3
│   │   ├── 08 - Resin.mp3
│   │   ├── 09 - Behind Space '99.mp3
│   │   ├── 10 - Insipid 2000.mp3
│   │   ├── 11 - New World.mp3
│   │   ├── 12 - Clad In Shadows `99.mp3
│   │   └── 13 - Man Made God.mp3
│   ├── [2000] Clayman [2008 Reloaded Edition]
│   │   ├── 01 - Bullet Ride.mp3
│   │   ├── 02 - Pinball Map.mp3
│   │   ├── 03 - Only For The Weak.mp3
│   │   ├── 04 - ...As The Future Repeats Today.mp3
│   │   ├── 05 - Square Nothing.mp3
│   │   ├── 06 - Clayman.mp3
│   │   ├── 07 - Satellites And Astronauts.mp3
│   │   ├── 08 - Brush The Dust Away.mp3
│   │   ├── 09 - Swim.mp3
│   │   ├── 10 - Suburban Me.mp3
│   │   ├── 11 - Another Day In Quicksand.mp3
│   │   ├── 12 - Strong And Smart.mp3
│   │   └── 13 - World Of Promises.mp3
│   ├── [2001] The Tokyo Showdown [Live Album]
│   │   ├── 01 - Bullet Ride.mp3
│   │   ├── 02 - Embody The Invisible.mp3
│   │   ├── 03 - Jotun.mp3
│   │   ├── 04 - Food For The Gods.mp3
│   │   ├── 05 - Moonshield.mp3
│   │   ├── 06 - Clayman.mp3
│   │   ├── 07 - Swim.mp3
│   │   ├── 08 - Behind Space.mp3
│   │   ├── 09 - Only For The Weak.mp3
│   │   ├── 10 - Gyroscope.mp3
│   │   ├── 11 - Scorn.mp3
│   │   ├── 12 - Ordinary Story.mp3
│   │   ├── 13 - Pinball Map.mp3
│   │   ├── 14 - Colony.mp3
│   │   └── 15 - Episode 666.mp3
│   ├── [2002] Reroute To Remain
│   │   ├── 01 - Reroute To Remain.mp3
│   │   ├── 02 - System.mp3
│   │   ├── 03 - Drifter.mp3
│   │   ├── 04 - Trigger.mp3
│   │   ├── 05 - Cloud Connected.mp3
│   │   ├── 06 - Transparent.mp3
│   │   ├── 07 - Dawn Of A New Day.mp3
│   │   ├── 08 - Egonomic.mp3
│   │   ├── 09 - Minus.mp3
│   │   ├── 10 - Dismiss The Cynics.mp3
│   │   ├── 11 - Free Fall.mp3
│   │   ├── 12 - Dark Signs.mp3
│   │   ├── 13 - Metaphor.mp3
│   │   └── 14 - Black & White.mp3
│   ├── [2003] Trigger [EP]
│   │   ├── 01 - Trigger (Single Edit).mp3
│   │   ├── 02 - Watch Them Feed.mp3
│   │   ├── 03 - Land Of Confusion.mp3
│   │   ├── 04 - Cloud Conected (Club Connected Remix).mp3
│   │   └── 05 - Moonshield (C64 Karaoke Version).mp3
│   ├── [2004] Soundtrack To Your Escape (Korean Edition)
│   │   ├── 01 - F(r)iend.mp3
│   │   ├── 02 - The Quiet Place.mp3
│   │   ├── 03 - Dead Alone.mp3
│   │   ├── 04 - Touch Of Red.mp3
│   │   ├── 05 - Like You Better Dead.mp3
│   │   ├── 06 - My Sweet Shadow.mp3
│   │   ├── 07 - Evil In A Closet.mp3
│   │   ├── 08 - In Search For I.mp3
│   │   ├── 09 - Borders And Shading.mp3
│   │   ├── 10 - Superhero Of Computer Rage.mp3
│   │   ├── 11 - Dial 595-Escape.mp3
│   │   ├── 12 - Bottled.mp3
│   │   ├── 13 - Discover Me Loke Emptiness.mp3
│   │   └── 14 - Clayman (Live In Wacken 2003).mp3
│   ├── [2006] Come Clarity (Limited Edition)
│   │   ├── 01 - Take This Life.mp3
│   │   ├── 02 - Leeches.mp3
│   │   ├── 03 - Reflect The Storm.mp3
│   │   ├── 04 - Dead End.mp3
│   │   ├── 05 - Scream.mp3
│   │   ├── 06 - Come Clarity.mp3
│   │   ├── 07 - Vacuum.mp3
│   │   ├── 08 - Pacing Death's Trail.mp3
│   │   ├── 09 - Crawl Through Knives.mp3
│   │   ├── 10 - Versus Terminus.mp3
│   │   ├── 11 - Our Infinite Struggle.mp3
│   │   ├── 12 - Vanishing Light.mp3
│   │   └── 13 - Your Bedtime Story Is Scaring Everyone.mp3
│   ├── [2008] A Sense Of Purpose
│   │   ├── 01 - The Mirror's Truth.mp3
│   │   ├── 02 - Disconnected.mp3
│   │   ├── 03 - Sleepless Again.mp3
│   │   ├── 04 - Alias.mp3
│   │   ├── 05 - I'm The Highway.mp3
│   │   ├── 06 - Delight And Angers.mp3
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│   │   │   ├── Metallica-Heavy_Best-BOOTLEG-CD-FLAC-1993-DeVOiD.jpg
│   │   │   ├── Metallica-Horsemen_Of_The_Apokalypse-BOOTLEG-CD-FLAC-1990-DeVOiD.jpg
│   │   │   ├── Metallica-Liberte_Egalite_Fraternite_Metallica-DIGIPAK-CD-FLAC-2016-DeVOiD.jpg
│   │   │   ├── Metallica-Live_2004-05-30_Gothenburg-2CD-FLAC-ARA.nfo
│   │   │   ├── Metallica-Live_Shit_Binge_And_Purge-3CD-FLAC-1993-TiLLMYDEATH.jpg
│   │   │   ├── Metallica-Nothing_Else_Matters_(866_725-2)-CDM-FLAC-1992-WRE.nfo
│   │   │   ├── Metallica-One-CDS-FLAC-1994-SCORN.jpg
│   │   │   ├── Metallica-Rare_Tracks_Vol._2-BOOTLEG-CD-FLAC-199X-DeVOiD.jpg
│   │   │   ├── Metallica-SandM-2CD-FLAC-1999-SCORN-S&M.jpg
│   │   │   ├── Metallica-Some_Kind_Of_Monster-CDEP-FLAC-2004-SCORN.jpg
│   │   │   ├── Metallica-Tested_And_Coverd-BOOTLEG-CD-FLAC-199X-DeVOiD.jpg
│   │   │   ├── Metallica-Texas_1989-BOOTLEG-CD-FLAC-1992-DeVOiD.jpg
│   │   │   ├── Metallica-The_5.98_E.P._Garage_Days_Re-Revisited-Bootleg-CD-FLAC-1987-SCORN.jpg
│   │   │   ├── Metallica-The_First_30_Years-MAG-VINYL-FLAC-2012-SCORN.jpg
│   │   │   ├── Metallica-The_Memory_Remains-CDS-FLAC-1997-SCORN.jpg
│   │   │   ├── Metallica-Through_The_Never-2CD-FLAC-2013-BriBerY.jpg
│   │   │   ├── Metallica-Until_It_Sleeps-CDS-FLAC-1996-DeVOiD.jpg
│   │   │   ├── Metallica-Until_It_Sleeps-Part_2-CDS-FLAC-1996-GRAVEWISH.jpg
│   │   │   ├── Metallica-Wherever_I_May_Roam-(8666952)-CDS-FLAC-1992-WRS.jpg
│   │   │   ├── VA-Metallica_A_Tribute_to_Ride_the_Lightning-MAG-CD-FLAC-2014-GRAVEWISH.jpg
│   │   │   ├── VA-Metallica_-_A_Tribute_to_the_Black_Album-MAG-CD-FLAC-2011-GRAVEWISH.jpg
│   │   │   └── VA-Metal_Militia_A_Tribute_To_Metallica_II-CD-FLAC-1996-DeVOiD.jpg
│   │   ├── Lou_Reed_and_Metallica-Lulu-2CD-FLAC-2011-EMG
│   │   │   ├── 000-lou_reed_and_metallica-lulu-2cd-flac-2011.jpg
│   │   │   ├── 000-lou_reed_and_metallica-lulu-2cd-flac-2011.m3u
│   │   │   ├── 000-lou_reed_and_metallica-lulu-2cd-flac-2011.nfo
│   │   │   ├── 000-lou_reed_and_metallica-lulu-2cd-flac-2011.sfv
│   │   │   ├── 000-lou_reed_and_metallica-lulu-2cd-flac-2011.srr
│   │   │   ├── 100-lou_reed_and_metallica-lulu-2cd-flac-2011.m3u
│   │   │   ├── 101-lou_reed_and_metallica-brandenburg_gate.flac
│   │   │   ├── 102-lou_reed_and_metallica-the_view.flac
│   │   │   ├── 103-lou_reed_and_metallica-pumping_blood.flac
│   │   │   ├── 104-lou_reed_and_metallica-mistress_dread.flac
│   │   │   ├── 105-lou_reed_and_metallica-iced_honey.flac
│   │   │   ├── 106-lou_reed_and_metallica-cheat_on_me.flac
│   │   │   ├── 200-lou_reed_and_metallica-lulu-2cd-flac-2011.m3u
│   │   │   ├── 201-lou_reed_and_metallica-frustration.flac
│   │   │   ├── 202-lou_reed_and_metallica-little_dog.flac
│   │   │   ├── 203-lou_reed_and_metallica-dragon.flac
│   │   │   └── 204-lou_reed_and_metallica-junior_dad.flac
│   │   ├── MCMXIV.jpg
│   │   ├── Metallica-Garage_Inc-2CD-FLAC-1998-SCORN
│   │   │   ├── 000-metallica-garage_inc-2cd-1998.m3u
│   │   │   ├── 000-metallica-garage_inc-2cd-1998.nfo
│   │   │   ├── 000-metallica-garage_inc-2cd-1998-proof.jpg
│   │   │   ├── 000-metallica-garage_inc-2cd-1998.sfv
│   │   │   ├── 000-metallica-garage_inc-2cd-1998.srr
│   │   │   ├── 101-metallica-free_speech_for_the_dumb.flac
│   │   │   ├── 102-metallica-its_electric.flac
│   │   │   ├── 103-metallica-sabbra_cadabra.flac
│   │   │   ├── 104-metallica-turn_the_page.flac
│   │   │   ├── 105-metallica-die_die_my_darling.flac
│   │   │   ├── 106-metallica-loverman.flac
│   │   │   ├── 107-metallica-mercyful_fate.flac
│   │   │   ├── 108-metallica-astronomy.flac
│   │   │   ├── 109-metallica-whiskey_in_the_jar.flac
│   │   │   ├── 110-metallica-tuesdays_gone.flac
│   │   │   ├── 111-metallica-the_more_i_see.flac
│   │   │   ├── 201-metallica-helpless.flac
│   │   │   ├── 202-metallica-the_small_hours.flac
│   │   │   ├── 203-metallica-the_wait.flac
│   │   │   ├── 204-metallica-crash_course_in_brain_surgery.flac
│   │   │   ├── 205-metallica-last_caress-green_hell.flac
│   │   │   ├── 206-metallica-am_i_evil.flac
│   │   │   ├── 207-metallica-blitzkrieg.flac
│   │   │   ├── 208-metallica-breadfan.flac
│   │   │   ├── 209-metallica-the_prince.flac
│   │   │   ├── 210-metallica-stone_cold_crazy.flac
│   │   │   ├── 211-metallica-so_what.flac
│   │   │   ├── 212-metallica-killing_time.flac
│   │   │   ├── 213-metallica-overkill.flac
│   │   │   ├── 214-metallica-damage_case.flac
│   │   │   ├── 215-metallica-stone_dead_forever.flac
│   │   │   └── 216-metallica-too_late_too_late.flac
│   │   └── READ.i.NFO.nfo
│   └── Thumbs.db
├── Michael Nyman - Gattaca [FLAC]
│   ├── 01-The Morrow.flac
│   ├── 02-God's Hands.flac
│   ├── 03-The One Moment.flac
│   ├── 04-Traces.flac
│   ├── 05-The Arrival.flac
│   ├── 06-Becoming Jerome.flac
│   ├── 07-Call Me Eugene.flac
│   ├── 08-A Borrowed Ladder.flac
│   ├── 09-Further And Further.flac
│   ├── 10-Not The Only One.flac
│   ├── 11-Second Morrow.flac
│   ├── 12-Impromptu For 12 Fingers.flac
│   ├── 13-The Crossing.flac
│   ├── 14-It Must Be The Light.flac
│   ├── 15-Only A Matter Of Time.flac
│   ├── 16-I Thought You Wanted To Dance.flac
│   ├── 17-Irene's Theme.flac
│   ├── 18-Yourself For The Day.flac
│   ├── 19-Up Stairs.flac
│   ├── 20-Now That You're Here.flac
│   ├── 21-The Truth.flac
│   ├── 22-The Other Side.flac
│   ├── 23-The Departure.flac
│   ├── 24-Irene And The Morrow.flac
│   ├── Gattaca  1997.jpg
│   ├── Michael Nyman - Gattaca.cue
│   ├── Michael Nyman - Gattaca.log
│   └── Michael Nyman - Gattaca.m3u
├── Military Lullabies
│   ├── Ahnenerbe_Legionarri.m4a
│   ├── Global Front II_Legionarri.m4a
│   ├── Global Front I_Legionarii.m4a
│   ├── Guardians Of Fate_Legionarii.m4a
│   ├── hell march 1, 2 & 3.mp3
│   ├── Iron Legion_Legionarii.m4a
│   ├── Legionarii Age Of Taurus (Full Album).mp3
│   ├── Legionarii - Disciples of the State (Full Album).mp3
│   ├── Legionarii Europa Rex (Full Album).mp3
│   ├── Legionarii - Ost und West.mp3
│   ├── Liberation_Legionarii.m4a
│   ├── Red Alert Hell March HQ.mp3
│   ├── Siegl_Legionarri.m4a
│   ├── Strategic Advance_Legionarri.m4a
│   ├── The Rise Of The Legion_Legionarii.m4a
│   ├── The Tripartite (if.Waffenruhe)_Legionarii.m4a
│   └── Today We Fight_Legionarii.m4a
├── Motorhead
│   ├── Motorhead - Ace Of Spades - 1980 [FLAC] [RLG]
│   │   ├── 01 Ace Of Spades.flac
│   │   ├── 02 Love Me Like A Reptile.flac
│   │   ├── 03 Shoot You In The Back.flac
│   │   ├── 04 Live To Win.flac
│   │   ├── 05 Fast And Loose.flac
│   │   ├── 06 (We Are) The Road Crew.flac
│   │   ├── 07 Fire Fire.flac
│   │   ├── 08 Jailbait.flac
│   │   ├── 09 Dance.flac
│   │   ├── 10 Bite The Bullet.flac
│   │   ├── 11 The Chase Is Better Than The Catch.flac
│   │   ├── 12 The Hammer.flac
│   │   ├── 13 Dirty Love (Bonus Track).flac
│   │   ├── 14 Please Don't Touch (Bonus Track).flac
│   │   ├── 15 Emergency (Bonus Track).flac
│   │   ├── Ace Of Spades.cue
│   │   ├── Ace Of Spades [Spectro].png
│   │   ├── Motörhead - Ace Of Spades.jpg
│   │   ├── Motörhead - Ace Of Spades.log
│   │   └── Motörhead - Ace Of Spades.m3u
│   └── Motorhead - The Very Best Of
│       ├── Ace Of Spades.flac
│       ├── Bomber.flac
│       ├── Damage Case.flac
│       ├── Dead Me Tell No Tales.flac
│       ├── Iron Fist.flac
│       ├── Iron Horse-Born To Lose.flac
│       ├── Killed By Death.flac
│       ├── Motorhead (Live).flac
│       ├── No Class.flac
│       ├── Overkill.flac
│       ├── Over The Top.flac
│       ├── Shine.flac
│       ├── Stay Clean.flac
│       ├── Tear Ya Down.flac
│       └── The Very Best Of.log
├── Mudvayne
│   ├── L.D. 50
│   │   ├── 01 - Monolith.flac
│   │   ├── 02 - Dig.flac
│   │   ├── 03 - Internal Primates Forever.flac
│   │   ├── 04 - -1.flac
│   │   ├── 05 - Death Blooms.flac
│   │   ├── 06 - Golden Ratio.flac
│   │   ├── 07 - Cradle.flac
│   │   ├── 08 - Nothing To Gein.flac
│   │   ├── 09 - Mutatis Mutandis.flac
│   │   ├── 10 - Everything And Nothing.flac
│   │   ├── 11 - Severed.flac
│   │   ├── 12 - Recombinant Resurgence.flac
│   │   ├── 13 - Prod.flac
│   │   ├── 14 - Pharmaecopia.flac
│   │   ├── 15 - Under My Skin.flac
│   │   ├── 16 - (K)Now F(Orever).flac
│   │   ├── 17 - Lethal Dosage.flac
│   │   ├── L.D. 50.CUE
│   │   ├── L.D. 50.log
│   │   └── MuDvAyNe - L.D. 50.m3u
│   ├── Lost and Found
│   │   ├── 01 - Determined.flac
│   │   ├── 02 - Pushing Through.flac
│   │   ├── 03 - Happy.flac
│   │   ├── 04 - Imn.flac
│   │   ├── 05 - Fall into Sleep.flac
│   │   ├── 06 - Rain. Sun. Gone.flac
│   │   ├── 07 - Choices.flac
│   │   ├── 08 - Forget to Remember.flac
│   │   ├── 09 - TV Radio.flac
│   │   ├── 10 - Just.flac
│   │   ├── 11 - All That You Are.flac
│   │   ├── 12 - Pulling the String.flac
│   │   ├── Lost and Found.cue
│   │   ├── Lost and Found.log
│   │   └── Mudvayne - Lost and Found.m3u
│   ├── The End of All Things to Come
│   │   ├── 01 - Mudvayne - Silenced.flac
│   │   ├── 02 - Mudvayne - Trapped in the Wake of a Dream.flac
│   │   ├── 03 - Mudvayne - Not Falling.flac
│   │   ├── 04 - Mudvayne - (Per)Version of a Truth.flac
│   │   ├── 05 - Mudvayne - Mercy, Severity.flac
│   │   ├── 06 - Mudvayne - World So Cold.flac
│   │   ├── 07 - Mudvayne - The Patient Mental.flac
│   │   ├── 08 - Mudvayne - Skrying.flac
│   │   ├── 09 - Mudvayne - Solve Et Coagula.flac
│   │   ├── 10 - Mudvayne - Shadow of a Man.flac
│   │   ├── 11 - Mudvayne - 12-97-24-99.flac
│   │   ├── 12 - Mudvayne - The End of All Things to Come.flac
│   │   ├── 13 - Mudvayne - A Key to Nothing.flac
│   │   ├── Mudvayne - The End of All Things to Come.log
│   │   ├── Mudvayne - The End of All Things to Come.m3u
│   │   └── The End of All Things to Come.cue
│   └── The New Game
│       ├── folder.jpg
│       ├── Mudvayne - 01 - Fish Out Of Water.flac
│       ├── Mudvayne - 02 - Do What You Do.flac
│       ├── Mudvayne - 03 - A New Game.flac
│       ├── Mudvayne - 04 - Have It Your Way.flac
│       ├── Mudvayne - 05 - A Cinderella Story.flac
│       ├── Mudvayne - 06 - The Hate In Me.flac
│       ├── Mudvayne - 07 - Scarlet Letters.flac
│       ├── Mudvayne - 08 - Dull Boy.flac
│       ├── Mudvayne - 09 - Same Ol'.flac
│       ├── Mudvayne - 10 - Never Enough.flac
│       ├── Mudvayne - 11 - We The People.flac
│       ├── Mudvayne - The New Game.log
│       ├── Mudvayne - The New Game.m3u
│       ├── The New Game.cue
│       └── Thumbs.db
├── Mumford And Sons
│   ├── Albums
│   │   ├── 2009 Sigh No More (2CD)
│   │   │   ├── CD 1 (L)
│   │   │   │   ├── 01. Sigh No More.mp3
│   │   │   │   ├── 02. The Cave.mp3
│   │   │   │   ├── 03. Winter Winds.mp3
│   │   │   │   ├── 04. Roll Away Your Stone.mp3
│   │   │   │   ├── 05. White Blank Page.mp3
│   │   │   │   ├── 06. I Gave You All.mp3
│   │   │   │   ├── 07. Little Lion Man.mp3
│   │   │   │   ├── 08. Timshel.mp3
│   │   │   │   ├── 09. Thistle & Weeds.mp3
│   │   │   │   ├── 10. Awake My Soul.mp3
│   │   │   │   ├── 11. Dust Bowl Dance.mp3
│   │   │   │   └── 12. After the Storm.mp3
│   │   │   ├── CD 2 (320)
│   │   │   │   ├── 01. Sigh No More.mp3
│   │   │   │   ├── 02. Awake My Soul.mp3
│   │   │   │   ├── 03. White Blank Page.mp3
│   │   │   │   ├── 04. Timshel.mp3
│   │   │   │   └── 05. The Cave.mp3
│   │   │   └── Front.jpg
│   │   └── 2012 Babel (L)
│   │       ├── 01. Babel.mp3
│   │       ├── 02. Whispers In The Dark.mp3
│   │       ├── 03. I Will Wait.mp3
│   │       ├── 04. Holland Road.mp3
│   │       ├── 05. Ghosts That We Knew.mp3
│   │       ├── 06. Lover Of The Light.mp3
│   │       ├── 07. Lovers' Eyes.mp3
│   │       ├── 08. Reminder.mp3
│   │       ├── 09. Hopeless Wanderer.mp3
│   │       ├── 10. Broken Crown.mp3
│   │       ├── 11. Below My Feet.mp3
│   │       ├── 12. Not With Haste.mp3
│   │       ├── 13. For Those Below.mp3
│   │       ├── 14. The Boxer.mp3
│   │       ├── 15. Where Are You Now.mp3
│   │       └── cover.jpeg
│   ├── Live
│   │   ├── 2010 Club 69 Brussels BE 22-02-2010 (Bootleg) (96)
│   │   │   ├── 01. Awake My Soul.mp3
│   │   │   ├── 02. Little Lion Man.mp3
│   │   │   ├── 03. Dust Bowl Dance.mp3
│   │   │   ├── 04. The Cave.mp3
│   │   │   ├── 05. Sigh No More.mp3
│   │   │   ├── 06. Nothing is Written.mp3
│   │   │   ├── 07. Timshel.mp3
│   │   │   ├── 08. Thistle and Weeds.mp3
│   │   │   ├── 09. White Blank Page.mp3
│   │   │   └── Front.jpg
│   │   ├── 2012 Deluxe Companion (Live at Shepherd's Bush Empire, London) (320)
│   │   │   ├── 01. Sigh No More (Live).mp3
│   │   │   ├── 02. Winter Winds (Live).mp3
│   │   │   ├── 03. Roll Away Your Stone (Live).mp3
│   │   │   ├── 04. White Blank Page (Live).mp3
│   │   │   ├── 05. I Gave You All (Live).mp3
│   │   │   ├── 06. Awake My Soul (Live).mp3
│   │   │   ├── 07. Little Lion Man (Live).mp3
│   │   │   ├── 08. Thistle & Weeds (Live).mp3
│   │   │   ├── 09. Timshel (Live).mp3
│   │   │   ├── 10. The Cave (Live).mp3
│   │   │   ├── 11. Dust Bowl Dance (Live).mp3
│   │   │   ├── 12. Feel the Tide (Live).mp3
│   │   │   ├── 13. Hold On to What You Believe (Live).mp3
│   │   │   └── Front.png
│   │   └── 2012 The Road To Red Rocks (Live From Red Rocks, Colorado) (320)
│   │       ├── 01. Lovers Eyes (Live From Red Rocks, Colorado).mp3
│   │       ├── 02. Little Lion Man (Live From Red Rocks, Colorado).mp3
│   │       ├── 03. Below My Feet (Live From Red Rocks, Colorado).mp3
│   │       ├── 04. Roll Away Your Stone (Live From Red Rocks, Colorado).mp3
│   │       ├── 05. Lover of the Light (Live From Red Rocks, Colorado).mp3
│   │       ├── 06. Ghosts That We Knew (Live From Red Rocks, Colorado).mp3
│   │       ├── 07. Awake My Soul (Live From Red Rocks, Colorado).mp3
│   │       ├── 08. Whispers In the Dark (Live From Red Rocks, Colorado).mp3
│   │       ├── 09. Dustbowl Dance (Live From Red Rocks, Colorado).mp3
│   │       ├── 10.  I Will Wait (Live From Red Rocks, Colorado).mp3
│   │       ├── 11. The Cave (Live From Red Rocks, Colorado).mp3
│   │       └── Front.jpg
│   ├── Poster.jpg
│   ├── Singles & EP's
│   │   ├── 2008 Lend Me Your Eyes (EP) (VBR 173-192)
│   │   │   ├── 01. White Blank Page.mp3
│   │   │   ├── 02. Roll Away Your Stone.mp3
│   │   │   ├── 03. Liar.mp3
│   │   │   ├── 04. Awake My Soul.mp3
│   │   │   └── Front.jpeg
│   │   ├── 2008 Love Your Ground (EP)  (VBR 205-220)
│   │   │   ├── 01. Little Lion Man.mp3
│   │   │   ├── 02. Feel The Tide.mp3
│   │   │   ├── 03. Hold On To What You Believe.mp3
│   │   │   ├── 04. Banjolin Song.mp3
│   │   │   └── Front.jpg
│   │   ├── 2009 Little Lion Man (Single)  (VBR 185-194)
│   │   │   ├── 01. Little Lion Man.mp3
│   │   │   ├── 02. To Darkness.mp3
│   │   │   └── Front.jpeg
│   │   ├── 2009 The Cave (Single)  (VBR 185-193)
│   │   │   ├── 01. The Cave.mp3
│   │   │   ├── 02. But My Heart Told My Head.mp3
│   │   │   └── Front.jpg
│   │   ├── 2009 Winter Winds (Single)  (VBR 185-192)
│   │   │   ├── 01. Winter Winds.mp3
│   │   │   ├── 02. Hold On To What You Believe.mp3
│   │   │   └── Front.jpg
│   │   ├── 2010 Roll Away Your Stone (Single) (320)
│   │   │   ├── 01. Roll Away Your Stone.mp3
│   │   │   ├── 02. White Blank Page (Live At Shepherd's Bush Empire).mp3
│   │   │   └── Front.jpg
│   │   └── 2010 The Cave (Single) (173-178)
│   │       ├── 01. The Cave.mp3
│   │       ├── 02. Untitled.mp3
│   │       └── Front.jpg
│   └── The Wedding Band
│       └── 2010 - The First Dance EP
│           ├── 01. Thumper.mp3
│           ├── 02. I Take Your Hand.mp3
│           ├── 03. Susie.mp3
│           ├── 04. She Said Yes.mp3
│           └── Front.jpg
├── Native American Indian Music
│   └── Unknown Album
│       └── Wasicu Lakota 1.mp3
├── Neko Case
│   ├── Neko Case - Blacklisted (2002)
│   │   ├── AlbumArt.jpg
│   │   ├── Neko Case - Blacklisted - 01 - Things That Scare Me.mp3
│   │   ├── Neko Case - Blacklisted - 02 - Deep Red Bells.mp3
│   │   ├── Neko Case - Blacklisted - 03 - Outro With Bees.mp3
│   │   ├── Neko Case - Blacklisted - 04 - Lady Pilot.mp3
│   │   ├── Neko Case - Blacklisted - 05 - Tightly.mp3
│   │   ├── Neko Case - Blacklisted - 06 - Look For Me.mp3
│   │   ├── Neko Case - Blacklisted - 07 - Stinging Velvet.mp3
│   │   ├── Neko Case - Blacklisted - 08 - Pretty Girls.mp3
│   │   ├── Neko Case - Blacklisted - 09 - I Missed The Point.mp3
│   │   ├── Neko Case - Blacklisted - 10 - Blacklisted.mp3
│   │   ├── Neko Case - Blacklisted - 11 - I Wish I Was The Moon.mp3
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│   │   ├── A5 - Bullet in the Head.flac
│   │   ├── Artwork
│   │   │   ├── RATM - RATM (back).jpg
│   │   │   ├── RATM - RATM (front).jpg
│   │   │   ├── RATM - RATM (label_A).jpg
│   │   │   ├── RATM - RATM (label_B).jpg
│   │   │   ├── RATM - RATM (sleeve_1).jpg
│   │   │   └── RATM - RATM (sleeve_2).jpg
│   │   ├── B1 - Know Your Enemy.flac
│   │   ├── B2 - Wake Up.flac
│   │   ├── B3 - Fistful of Steel.flac
│   │   ├── B4 - Township Rebellion.flac
│   │   ├── B5 - Freedom.flac
│   │   └── Notes
│   │       ├── Info.txt
│   │       ├── Rage Against The Machine - 1st.cue
│   │       ├── Rage Against The Machine - 1st.m3u
│   │       └── Rage Against The Machine - selftitled debut [Original 1st press LP] 24-bit-96kHz.txt
│   ├── Rage Against the Machine - Greatest Hits
│   │   ├── Others
│   │   │   ├── Torrent downloaded from demonoid.ph.txt
│   │   │   ├── Torrent Downloaded From ExtraTorrent.cc.txt
│   │   │   ├── Torrent downloaded from Kat.ph.txt
│   │   │   ├── Torrent downloaded from Thepiratebay.se.txt
│   │   │   └── tracked_by_h33t_com.txt
│   │   ├── RATM - Greatest Hits (Cover).jpg
│   │   ├── RATM - Greatest Hits (Disc 1)
│   │   │   ├── 01 - Bombtrack - Rage Against the Machine.mp3
│   │   │   ├── 02 - Guerrilla Radio - Rage Against the Machine.mp3
│   │   │   ├── 03 - Bulls on Parade - Rage Against the Machine.mp3
│   │   │   ├── 04 - Microphone Fiend - Rage Against the Machine.mp3
│   │   │   ├── 05 - Testify - Rage Against the Machine.mp3
│   │   │   ├── 06 - People of the Sun - Rage Against the Machine.mp3
│   │   │   ├── 07 - Sleep Now in the Fire - Rage Against the Machine.mp3
│   │   │   ├── 08 - Killing in the Name - Rage Against the Machine.mp3
│   │   │   ├── 09 - Renegades of Funk - Rage Against the Machine.mp3
│   │   │   ├── 10 - Bullet in the Head - Rage Against the Machine.mp3
│   │   │   ├── 11 - Down on the Street - Rage Against the Machine.mp3
│   │   │   ├── 12 - Ashes in the Fall - Rage Against the Machine.mp3
│   │   │   ├── 13 - The Ghost of Tom Joad - Rage Against the Machine.mp3
│   │   │   ├── 14 - Down Rodeo - Rage Against the Machine.mp3
│   │   │   ├── 15 - Street Fighting Man - Rage Against the Machine.mp3
│   │   │   ├── 16 - Maria - Rage Against the Machine.mp3
│   │   │   ├── 17 - How I Could Just Kill a Man [Live] - Rage Against the Machine.mp3
│   │   │   └── 18 - Freedom - Rage Against the Machine.mp3
│   │   ├── RATM - Greatest Hits (Disc 2)
│   │   │   ├── 01 - Pistol Grip Pump - Rage Against the Machine.mp3
│   │   │   ├── 02 - Take the Power back - Rage Against the Machine.mp3
│   │   │   ├── 03 - Calm Like a Bomb - Rage Against the Machine.mp3
│   │   │   ├── 04 - Know your Enemy - Rage Against the Machine.mp3
│   │   │   ├── 05 - Kick Out the Jams - Rage Against the Machine.mp3
│   │   │   ├── 06 - Wake up - Rage Against the Machine.mp3
│   │   │   ├── 07 - Vietnow - Rage Against the Machine.mp3
│   │   │   ├── 08 - Born of a Broken Man - Rage Against the Machine.mp3
│   │   │   ├── 09 - Snakecharmer - Rage Against the Machine.mp3
│   │   │   ├── 10 - Township Rebellion - Rage Against the Machine.mp3
│   │   │   ├── 11 - New Millennium Homes - Rage Against the Machine.mp3
│   │   │   ├── 12 - Tire Me - Rage Against the Machine.mp3
│   │   │   ├── 13 - Born as Ghosts - Rage Against the Machine.mp3
│   │   │   ├── 14 - In My Eyes - Rage Against the Machine.mp3
│   │   │   ├── 15 - Fistful of Steel - Rage Against the Machine.mp3
│   │   │   ├── 16 - Without a Face - Rage Against the Machine.mp3
│   │   │   ├── 17 - Voice of the Voiceless - Rage Against the Machine.mp3
│   │   │   ├── 18 - Year of tha Boomerang - Rage Against the Machine.mp3
│   │   │   └── 19 - War Within a Breath - Rage Against the Machine.mp3
│   │   └── TuGAZx.nfo
│   ├── Renegades (2000) [FLAC] {Music on Vinyl 180g; 24-96}
│   │   ├── A1 - Microphone Fiend.flac
│   │   ├── A2 - Pistol Grip Pump.flac
│   │   ├── A3 - Kick Out the Jams.flac
│   │   ├── A4 - Renegades of Funk.flac
│   │   ├── A5 - Beautiful World.flac
│   │   ├── A6 - I'm Housin'.flac
│   │   ├── Artwork
│   │   │   ├── RATM - Renegades (back).jpg
│   │   │   ├── RATM - Renegades (front).jpg
│   │   │   ├── RATM - Renegades (label_A).jpg
│   │   │   ├── RATM - Renegades (label_B).jpg
│   │   │   ├── RATM - Renegades (post).jpg
│   │   │   ├── RATM - Renegades (sleeve_1).jpg
│   │   │   └── RATM - Renegades (sleeve_2).jpg
│   │   ├── B1 - In My Eyes.flac
│   │   ├── B2 - How I Could Just Kill a Man.flac
│   │   ├── B3 - The Ghost of Tom Joad.flac
│   │   ├── B4 - Down on the Street.flac
│   │   ├── B5 - Street Fighting Man.flac
│   │   ├── B6 - Maggie's Farm.flac
│   │   └── Notes
│   │       ├── dr.txt
│   │       ├── Info.txt
│   │       ├── Rage Against The Machine - Renegades [Music on Vinyl 180g LP] 24bit-96kHz.txt
│   │       ├── RATM - Renegades.cue
│   │       └── RATM - Renegades.m3u
│   ├── The Battle of Los Angeles (1999) [FLAC] {MOV 180g; 24-96}
│   │   ├── A1 - Testify.flac
│   │   ├── A2 - Guerrilla Radio.flac
│   │   ├── A3 - Calm Like a Bomb.flac
│   │   ├── A4 - Mic Check.flac
│   │   ├── A5 - Sleep Now in the Fire.flac
│   │   ├── A6 - Born of a Broken Man.flac
│   │   ├── Artwork
│   │   │   ├── RATM - Battle of LA (back).jpg
│   │   │   ├── RATM - Battle of LA (front).jpg
│   │   │   ├── RATM - Battle of LA (label_A).jpg
│   │   │   ├── RATM - Battle of LA (label_B).jpg
│   │   │   ├── RATM - Battle of LA (post).jpg
│   │   │   ├── RATM - Battle of LA (sleeve_1).jpg
│   │   │   └── RATM - Battle of LA (sleeve_2).jpg
│   │   ├── B1 - Born as Ghosts.flac
│   │   ├── B2 - Maria.flac
│   │   ├── B3 - Voice of the Voiceless.flac
│   │   ├── B4 - New Millennium Homes.flac
│   │   ├── B5 - Ashes in the Fall.flac
│   │   ├── B6 - War Within a Breath.flac
│   │   └── Notes
│   │       ├── Info.txt
│   │       ├── Rage Against The Machine - The Battle of Los Angeles.txt
│   │       ├── RATM - The Battle of Los Angeles.cue
│   │       └── RATM - The Battle of Los Angeles.m3u
│   └── Torrent downloaded from Demonoid.me.txt
├── Rahim AlHaj & Amjad Ali Khan - Ancient Sounds 2009
│   ├── 01. Journey.flac
│   ├── 02. Celebrations.flac
│   ├── 03. Water.flac
│   ├── 04. Common Destination.flac
│   ├── 05. Release of the Dove.flac
│   ├── 06. Missing You.flac
│   ├── 07. Dancing Rivers.flac
│   ├── auCDtect.txt
│   └── folder.jpg
├── Rammstein
│   ├── Albums
│   │   ├── 1995 - Herzeleid (Germany - Motor Music 529 160-2 - 1995)
│   │   │   ├── 01. Wollt Ihr Das Bett In Flammen Sehen.m4a
│   │   │   ├── 02. Der Meister.m4a
│   │   │   ├── 03. Weisses Fleisch.m4a
│   │   │   ├── 04. Asche Zu Asche.m4a
│   │   │   ├── 05. Seemann.m4a
│   │   │   ├── 06. Du Riechst So Gut.m4a
│   │   │   ├── 07. Das Alte Leid.m4a
│   │   │   ├── 08. Heirate Mich.m4a
│   │   │   ├── 09. Herzeleid.m4a
│   │   │   ├── 10. Laichzeit.m4a
│   │   │   ├── 11. Rammstein.m4a
│   │   │   ├── Cover
│   │   │   │   ├── Back.jpg
│   │   │   │   ├── Booklet`01.jpg
│   │   │   │   ├── Booklet`02.jpg
│   │   │   │   ├── Booklet`03.jpg
│   │   │   │   ├── Booklet`04.jpg
│   │   │   │   ├── Booklet`05.jpg
│   │   │   │   ├── Booklet`06.jpg
│   │   │   │   ├── Booklet`07.jpg
│   │   │   │   ├── Booklet`08.jpg
│   │   │   │   └── CD.jpg
│   │   │   ├── folder.png
│   │   │   └── Rammstein - Herzeleid (529 160-2).log
│   │   ├── 1997 - Sehnsucht (Japan - Polydor POCP-7299 - 1997)
│   │   │   ├── 01. Sehnsucht.m4a
│   │   │   ├── 02. Engel.m4a
│   │   │   ├── 03. Tier.m4a
│   │   │   ├── 04. Bestrafe Mich.m4a
│   │   │   ├── 05. Du Hast.m4a
│   │   │   ├── 06. Buck Dich.m4a
│   │   │   ├── 07. Spiel Mit Mir.m4a
│   │   │   ├── 08. Klavier.m4a
│   │   │   ├── 09. Alter Mann.m4a
│   │   │   ├── 10. Eifersucht.m4a
│   │   │   ├── 11. Kuss Mich [Fellfrosch].m4a
│   │   │   ├── 12. Engel (English Version).m4a
│   │   │   ├── 13. Du Hast (English Version).m4a
│   │   │   ├── Cover
│   │   │   │   ├── Back.jpg
│   │   │   │   ├── Booklet`01.jpg
│   │   │   │   ├── Booklet`02.jpg
│   │   │   │   ├── Booklet`03.jpg
│   │   │   │   ├── Booklet`04.jpg
│   │   │   │   ├── Booklet`05.jpg
│   │   │   │   ├── Booklet`06.jpg
│   │   │   │   ├── CD.jpg
│   │   │   │   ├── Inlay.jpg
│   │   │   │   ├── Japan`01.jpg
│   │   │   │   ├── Japan`02.jpg
│   │   │   │   ├── Japan`03.jpg
│   │   │   │   ├── Japan`04.jpg
│   │   │   │   ├── Japan`05.jpg
│   │   │   │   ├── Japan`06.jpg
│   │   │   │   ├── Jewel Case.jpg
│   │   │   │   └── Obi.jpg
│   │   │   ├── folder.png
│   │   │   └── Rammstein - Sehnsucht (POCP-7299).log
│   │   ├── 2001 - Mutter (Japan - Motor Music UICO-1012 - 2001)
│   │   │   ├── 01. Mein Herz Brennt.m4a
│   │   │   ├── 02. Links 2 3 4.m4a
│   │   │   ├── 03. Sonne.m4a
│   │   │   ├── 04. Ich Will.m4a
│   │   │   ├── 05. Feuer Frei!.m4a
│   │   │   ├── 06. Mutter.m4a
│   │   │   ├── 07. Spieluhr.m4a
│   │   │   ├── 08. Zwitter.m4a
│   │   │   ├── 09. Rein Raus.m4a
│   │   │   ├── 10. Adios.m4a
│   │   │   ├── 11. Nebel.m4a
│   │   │   ├── Cover
│   │   │   │   ├── Back.jpg
│   │   │   │   ├── Booklet`01.jpg
│   │   │   │   ├── Booklet`02.jpg
│   │   │   │   ├── Booklet`03.jpg
│   │   │   │   ├── Booklet`04.jpg
│   │   │   │   ├── Booklet`05.jpg
│   │   │   │   ├── Booklet`06.jpg
│   │   │   │   ├── Booklet`07.jpg
│   │   │   │   ├── Booklet`08.jpg
│   │   │   │   ├── CD.jpg
│   │   │   │   ├── Inlay.jpg
│   │   │   │   ├── Japan`01.jpg
│   │   │   │   ├── Japan`02.jpg
│   │   │   │   ├── Japan`03.jpg
│   │   │   │   ├── Japan`04.jpg
│   │   │   │   ├── Japan`05.jpg
│   │   │   │   ├── Japan`06.jpg
│   │   │   │   ├── Jewel Case.jpg
│   │   │   │   └── Obi.jpg
│   │   │   ├── folder.png
│   │   │   └── Rammstein - Mutter (UICO-1012).log
│   │   ├── 2004 - Reise, Reise [SHM-CD] (Japan - Universal Music UICY-91513 - 2009)
│   │   │   ├── 01. Reise, Reise.m4a
│   │   │   ├── 02. Mein Teil.m4a
│   │   │   ├── 03. Dalai Lama.m4a
│   │   │   ├── 04. Keine Lust.m4a
│   │   │   ├── 05. Los.m4a
│   │   │   ├── 06. Amerika.m4a
│   │   │   ├── 07. Moskau.m4a
│   │   │   ├── 08. Morgenstern.m4a
│   │   │   ├── 09. Stein um Stein.m4a
│   │   │   ├── 10. Ohne Dich.m4a
│   │   │   ├── 11. Amour.m4a
│   │   │   ├── 12. Mein Teil (You Are What You Eat Edit) Remix by Pet Shop Boys.m4a
│   │   │   ├── 13. Amerika (Digital Hardcore Mix) by Alec Empire.m4a
│   │   │   ├── Cover
│   │   │   │   ├── Booklet 1-1.jpg
│   │   │   │   ├── Booklet 1-2.jpg
│   │   │   │   ├── Booklet 1-4.jpg
│   │   │   │   ├── Booklet 1-5.jpg
│   │   │   │   ├── Booklet 1-6.jpg
│   │   │   │   ├── Booklet 1-7.jpg
│   │   │   │   ├── Booklet 1-8.jpg
│   │   │   │   ├── Booklet 1-9.jpg
│   │   │   │   ├── CD.jpg
│   │   │   │   ├── Digipak`01.jpg
│   │   │   │   ├── Digipak`02.jpg
│   │   │   │   ├── Digipak`03.jpg
│   │   │   │   ├── Digipak`04.jpg
│   │   │   │   ├── Digipak`05.jpg
│   │   │   │   ├── DVD.jpg
│   │   │   │   ├── Japan`01.jpg
│   │   │   │   ├── Japan`02.jpg
│   │   │   │   ├── Japan`03.jpg
│   │   │   │   ├── Japan`04.jpg
│   │   │   │   ├── Japan`05.jpg
│   │   │   │   ├── Japan`06.jpg
│   │   │   │   └── Obi.jpg
│   │   │   ├── folder.png
│   │   │   └── Rammstein - Reise, Reise [SHM-CD] (UICY-91513).log
│   │   ├── 2005 - Rosenrot [SHM-CD] (Japan - Universal Music UICY-91512 - 2009)
│   │   │   ├── 01. Benzin.m4a
│   │   │   ├── 02. Mann Gegen Mann.m4a
│   │   │   ├── 03. Rosenrot.m4a
│   │   │   ├── 04. Spring.m4a
│   │   │   ├── 05. Wo Bist Du.m4a
│   │   │   ├── 06. Stirb Nicht Vor Mir (Don't Die Before I Do).m4a
│   │   │   ├── 07. Zerstoren.m4a
│   │   │   ├── 08. Hilf Mir.m4a
│   │   │   ├── 09. Te Quiero Puta!.m4a
│   │   │   ├── 10. Feuer und Wasser.m4a
│   │   │   ├── 11. Ein Lied.m4a
│   │   │   ├── Cover
│   │   │   │   ├── Booklet`01.jpg
│   │   │   │   ├── Booklet`02.jpg
│   │   │   │   ├── Booklet`03.jpg
│   │   │   │   ├── Booklet`04.jpg
│   │   │   │   ├── Booklet`05.jpg
│   │   │   │   ├── Booklet`06.jpg
│   │   │   │   ├── Booklet`07.jpg
│   │   │   │   ├── Booklet`08.jpg
│   │   │   │   ├── Booklet`09.jpg
│   │   │   │   ├── Booklet`10.jpg
│   │   │   │   ├── Booklet`11.jpg
│   │   │   │   ├── CD.jpg
│   │   │   │   ├── Digipak`01.jpg
│   │   │   │   ├── Digipak`02.jpg
│   │   │   │   ├── Digipak`03.jpg
│   │   │   │   ├── Digipak`04.jpg
│   │   │   │   ├── Digipak`05.jpg
│   │   │   │   ├── Digipak`06.jpg
│   │   │   │   ├── DVD.jpg
│   │   │   │   ├── Japan`01.jpg
│   │   │   │   ├── Japan`02.jpg
│   │   │   │   ├── Japan`03.jpg
│   │   │   │   ├── Japan`04.jpg
│   │   │   │   ├── Japan`05.jpg
│   │   │   │   ├── Japan`07.jpg
│   │   │   │   ├── Japan`08.jpg
│   │   │   │   ├── Japan`09.jpg
│   │   │   │   └── Obi.jpg
│   │   │   ├── folder.png
│   │   │   └── Rammstein - Rosenrot (UICY-91512).log
│   │   └── 2009 - Liebe Ist fur Alle Da [SHM-CD] (Japan - Universal Music UICO-1176_7 - 2009)
│   │       ├── CD`1
│   │       │   ├── 01. Rammlied.m4a
│   │       │   ├── 02. Ich Tu Dir Weh.m4a
│   │       │   ├── 03. Waidmanns Heil.m4a
│   │       │   ├── 04. Haifisch.m4a
│   │       │   ├── 05. B________.m4a
│   │       │   ├── 06. Fruhling in Paris.m4a
│   │       │   ├── 07. Wiener Blut.m4a
│   │       │   ├── 08. Pussy.m4a
│   │       │   ├── 09. Liebe Ist fur Alle Da.m4a
│   │       │   ├── 10. Mehr.m4a
│   │       │   ├── 11. Roter Sand.m4a
│   │       │   ├── folder.png
│   │       │   └── Rammstein - Liebe Ist fur Alle Da (UICO-1176).log
│   │       ├── CD`2
│   │       │   ├── 01. Fuhre Mich.m4a
│   │       │   ├── 02. Donaukinder.m4a
│   │       │   ├── 03. Halt.m4a
│   │       │   ├── 04. Roter Sand (Orchesterlied Version).m4a
│   │       │   ├── 05. Liese.m4a
│   │       │   ├── folder.png
│   │       │   └── Rammstein - Liebe Ist fur Alle Da (UICO-1177).log
│   │       └── Cover
│   │           ├── Booklet`01.jpg
│   │           ├── Booklet`02.jpg
│   │           ├── Booklet`03.jpg
│   │           ├── Booklet`04.jpg
│   │           ├── Booklet`05.jpg
│   │           ├── Booklet`06.jpg
│   │           ├── Booklet`07.jpg
│   │           ├── Booklet`08.jpg
│   │           ├── CD1.jpg
│   │           ├── CD2.jpg
│   │           ├── Digipak`01.jpg
│   │           ├── Digipak`02.jpg
│   │           ├── Digipak`03.jpg
│   │           ├── Digipak`04.jpg
│   │           ├── Digipak`05.jpg
│   │           ├── Digipak`06.jpg
│   │           ├── Digipak`07.jpg
│   │           ├── Digipak`08.jpg
│   │           ├── Digipak`09.jpg
│   │           ├── Digipak`10.jpg
│   │           ├── Digipak`11.jpg
│   │           ├── Digipak`12.jpg
│   │           ├── Digipak`13.jpg
│   │           ├── Japan`01.jpg
│   │           ├── Japan`02.jpg
│   │           ├── Japan`03.jpg
│   │           ├── Japan`04.jpg
│   │           ├── Japan`05.jpg
│   │           ├── Japan`06.jpg
│   │           ├── Japan`07.jpg
│   │           ├── Japan`08.jpg
│   │           └── Obi.jpg
│   ├── Compilation
│   │   └── 2011 - Made in Germany 1995-2011 (Germany - Universal Music Group - 0602527864273 - 2011)
│   │       ├── CD`1
│   │       │   ├── 01. Engel.m4a
│   │       │   ├── 02. Links 2 3 4.m4a
│   │       │   ├── 03. Keine Lust.m4a
│   │       │   ├── 04. Mein Teil.m4a
│   │       │   ├── 05. Du hast.m4a
│   │       │   ├── 06. Du riechst so gut.m4a
│   │       │   ├── 07. Ich will.m4a
│   │       │   ├── 08. Mein herz brennt.m4a
│   │       │   ├── 09. Mutter.m4a
│   │       │   ├── 10. Pussy.m4a
│   │       │   ├── 11. Rosenrot.m4a
│   │       │   ├── 12. Haifisch.m4a
│   │       │   ├── 13. Amerika.m4a
│   │       │   ├── 14. Sonne.m4a
│   │       │   ├── 15. Ohne dich.m4a
│   │       │   ├── 16. Mein Land.m4a
│   │       │   ├── folder.png
│   │       │   └── Rammstein - Made In Germany 1995-2011 (0602527864273).log
│   │       ├── CD`2
│   │       │   ├── 01. Du Riechst So Gut '98 - Rmx By Faith No More.m4a
│   │       │   ├── 02. Du Hast - Rmx By Jacob Hellner.m4a
│   │       │   ├── 03. Stripped - Rmx By Johan Edlund (Tiamat).m4a
│   │       │   ├── 04. Sonne - Rmx By Clawfinger.m4a
│   │       │   ├── 05. Links 2 3 4 - Rmx By Westbam.m4a
│   │       │   ├── 06. Mutter - Rmx By Sono.m4a
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│   │   ├── 07. Chamber Symphony Op.110a - III. Allegretto.mp3
│   │   ├── 08. Chamber Symphony Op.110a - IV. Largo.mp3
│   │   ├── 09. Chamber Symphony Op.110a - V. Largo.mp3
│   │   ├── 10. Chamber Symphony Op.118a - I. Andante.mp3
│   │   ├── 11. Chamber Symphony Op.118a - II. Allegretto furioso.mp3
│   │   ├── 12. Chamber Symphony Op.118a - III. Adagio.mp3
│   │   └── 13. Chamber Symphony Op.118a - IV. Allegretto.mp3
│   ├── CD14 - Jazz  Suites
│   │   ├── 01. Jazz Suite N°2 - March.mp3
│   │   ├── 02. Jazz Suite N°2 - Dance n°1.mp3
│   │   ├── 03. Jazz Suite N°2 - Dance n°2.mp3
│   │   ├── 04. Jazz Suite N°2 - Little Polka.mp3
│   │   ├── 05. Jazz Suite N°2 - Lyric Waltz.mp3
│   │   ├── 06. Jazz Suite N°2 - Waltz n°1.mp3
│   │   ├── 07. Jazz Suite N°2 - Waltz n°2.mp3
│   │   ├── 08. Jazz Suite N°2 -  Finale.mp3
│   │   ├── 09. Overture on Russian and Kirghiz Themes Op.115.mp3
│   │   ├── 10. Jazz Suite N°1 - Waltz.mp3
│   │   ├── 11. Jazz Suite N°1 - Polka.mp3
│   │   ├── 12. Jazz Suite N°1 - Foxtrot.mp3
│   │   ├── 13. Novorossijsk Chimes.mp3
│   │   └── 14. Festive Overture Op.96.mp3
│   ├── CD15 - Ballet Suites
│   │   ├── 01. The Bolt, Ballet Suite op. 27a - Overture.mp3
│   │   ├── 02. The Bolt, Ballet Suite op. 27a - Polka.mp3
│   │   ├── 03. The Bolt, Ballet Suite op. 27a - Variation.mp3
│   │   ├── 04. The Bolt, Ballet Suite op. 27a - Tango.mp3
│   │   ├── 05. The Bolt, Ballet Suite op. 27a - Intermezzo.mp3
│   │   ├── 06. The Bolt, Ballet Suite op. 27a - Finale.mp3
│   │   ├── 07. The Limpid Stream, Ballet Suite op. 39a - Waltz.mp3
│   │   ├── 08. The Limpid Stream, Ballet Suite op. 39a - Russian Lubok.mp3
│   │   ├── 09. The Limpid Stream, Ballet Suite op. 39a - Galop.mp3
│   │   ├── 10. The Limpid Stream, Ballet Suite op. 39a - Adagio.mp3
│   │   ├── 11. The Limpid Stream, Ballet Suite op. 39a - Pizzicato.mp3
│   │   ├── 12. The Golden Age, Ballet Suite op. 22a - Overture.mp3
│   │   ├── 13. The Golden Age, Ballet Suite op. 22a - Adagio.mp3
│   │   ├── 14. The Golden Age, Ballet Suite op. 22a - Polka.mp3
│   │   └── 15. The Golden Age, Ballet Suite op. 22a - Dance.mp3
│   ├── CD16 - Film Music
│   │   ├── 01. Hamlet Suite - Prelude.mp3
│   │   ├── 02. Hamlet Suite - The Ball at the Palace.mp3
│   │   ├── 03. Hamlet Suite - The Ghost.mp3
│   │   ├── 04. Hamlet Suite - In the Garden.mp3
│   │   ├── 05. Hamlet Suite - Hamlet & Ophelia.mp3
│   │   ├── 06. Hamlet Suite - Arrival of the Actors.mp3
│   │   ├── 07. Hamlet Suite - Poisoning Scene.mp3
│   │   ├── 08. Hamlet Suite - Duel and Death of Hamlet.mp3
│   │   ├── 09. Gadfly, Suite Op.97a - Overture.mp3
│   │   ├── 10. Gadfly, Suite Op.97a - Contradance.mp3
│   │   ├── 11. Gadfly, Suite Op.97a - Folk Feast.mp3
│   │   ├── 12. Gadfly, Suite Op.97a - Interlude.mp3
│   │   ├── 13. Gadfly, Suite Op.97a - Waltz  '' Barrel Organ ''.mp3
│   │   ├── 14. Gadfly, Suite Op.97a - Galop.mp3
│   │   ├── 15. Gadfly, Suite Op.97a - Introduction.mp3
│   │   ├── 16. Gadfly, Suite Op.97a - Romance.mp3
│   │   ├── 17. Gadfly, Suite Op.97a - Intermezzo.mp3
│   │   ├── 18. Gadfly, Suite Op.97a - Nocturne.mp3
│   │   ├── 19. Gadfly, Suite Op.97a - Scene.mp3
│   │   └── 20. Gadfly, Suite Op.97a - Finale.mp3
│   ├── CD17 - Piano Concertos
│   │   ├── 01. Piano concerto N°1 in C minor Op.35 - I. Allegro moderato-allegro vivace-mode....mp3
│   │   ├── 02. Piano concerto N°1 in C minor Op.35 - II. Lento.mp3
│   │   ├── 03. Piano concerto N°1 in C minor Op.35 - III. Moderato.mp3
│   │   ├── 04. Piano concerto N°1 in C minor Op.35 - IV. Allegro con brio.mp3
│   │   ├── 05. Piano concerto N°2 in F major Op.102 - I. Allegro.mp3
│   │   ├── 06. Piano concerto N°2 in F major Op.102 - II. Andante.mp3
│   │   ├── 07. Piano concerto N°2 in F major Op.102 - III. Allegro.mp3
│   │   ├── 08. Three fantastic dances Op.5 - I. Allegretto.mp3
│   │   ├── 09. Three fantastic dances Op.5 - II. Andantino.mp3
│   │   └── 10. Three fantastic dances Op.5 - III. Allegretto.mp3
│   ├── CD18 - Violin Concertos
│   │   ├── 01. Violin Concerto N°1 in A minor Op.99 - I. Nocturne  (Mravinsky, Leningrad Phi....mp3
│   │   ├── 02. Violin Concerto N°1 in A minor Op.99 - II. Scherzo.mp3
│   │   ├── 03. Violin Concerto N°1 in A minor Op.99 - III. Passacaglia-Burlesque.mp3
│   │   ├── 04. Violin Concerto N°2 in C sharp minor Op.129 - I. Moderato  (Rozhdestvensky, M....mp3
│   │   └── 05. Violin Concerto N°2 in C sharp minor Op.129 - II. Adagio, adagio-allegro.mp3
│   ├── CD19 - Cello Concertos
│   │   ├── 01. Cello Concerto N°1 Op.107 - I. Allegretto.mp3
│   │   ├── 02. Cello Concerto N°1 Op.107 - II. Moderato.mp3
│   │   ├── 03. Cello Concerto N°1 Op.107 - III. Cadenza.mp3
│   │   ├── 04. Cello Concerto N°1 Op.107 - IV. Allegro con moto.mp3
│   │   ├── 05. Cello Concerto N°2 Op.126 - I. Largo.mp3
│   │   ├── 06. Cello Concerto N°2 Op.126 - II. Allegretto.mp3
│   │   └── 07. Cello Concerto N°2 Op.126 - III. Allegretto.mp3
│   ├── CD20 - Chamber Music I
│   │   ├── 01. Piano Quintet in G minor, op. 57 - Prelude.mp3
│   │   ├── 02. Piano Quintet in G minor, op. 57 - Fugue.mp3
│   │   ├── 03. Piano Quintet in G minor, op. 57 - Scherzo.mp3
│   │   ├── 04. Piano Quintet in G minor, op. 57 - Intermezzo.mp3
│   │   ├── 05. Piano Quintet in G minor, op. 57 - Finale.mp3
│   │   ├── 06. Piano Trio No. 2 in E minor, op. 67 - Andante-Moderato.mp3
│   │   ├── 07. Piano Trio No. 2 in E minor, op. 67 - Allegro non Troppo.mp3
│   │   ├── 08. Piano Trio No. 2 in E minor, op. 67 - Largo.mp3
│   │   └── 09. Piano Trio No. 2 in E minor, op. 67 - Allegretto.mp3
│   ├── CD21 - Chamber Music II
│   │   ├── 01. Sonata for Violin and Piano Op.134 - I. Andante.mp3
│   │   ├── 02. Sonata for Violin and Piano Op.134 - II. Allegretto.mp3
│   │   ├── 03. Sonata for Violin and Piano Op.134 - III. Largo.mp3
│   │   ├── 04. Sonata for Viola and Piano Op.147 - I. Moderato.mp3
│   │   ├── 05. Sonata for Viola and Piano Op.147 - II. Allegretto.mp3
│   │   └── 06. Sonata for Viola and Piano Op.147 - III. Adagio.mp3
│   ├── CD22 - Chamber Music III
│   │   ├── 01. Sonata for cello & piano in D minor, Op. 40- I. Allegro non troppo.mp3
│   │   ├── 02. Sonata for cello & piano in D minor, Op. 40- II. Allegro.mp3
│   │   ├── 03. Sonata for cello & piano in D minor, Op. 40- III. Largo.mp3
│   │   ├── 04. Sonata for cello & piano in D minor, Op. 40 - IV. Allegro.mp3
│   │   ├── 05. Sonata for piano No. 1 (October Symphony), Op. 12.mp3
│   │   ├── 06. Sonata for piano No. 2 in B minor, Op. 61- Allegretto.mp3
│   │   ├── 07. Sonata for piano No. 2 in B minor, Op. 61- Largo.mp3
│   │   └── 08. Sonata for piano No. 2 in B minor, Op. 61- Moderato.mp3
│   ├── CD23 - String Quartets N°2, 8 & 13
│   │   ├── 01. String Quartet N°2 in A major Op.68 - I. Overture (moderato con moto)  [1944}.mp3
│   │   ├── 02. String Quartet N°2 in A major Op.68 - II. Recitative & Romance (adagio).mp3
│   │   ├── 03. String Quartet N°2 in A major Op.68 - III. Waltz (allegro).mp3
│   │   ├── 04. String Quartet N°2 in A major Op.68 - IV. Theme & variations (adagio).mp3
│   │   ├── 05. String Quartet N°8 in C minor Op.110 -  I. Largo  [1960].mp3
│   │   ├── 06. String Quartet N°8 in C minor Op.110 -  II. Allegro molto.mp3
│   │   ├── 07. String Quartet N°8 in C minor Op.110 -  III. Allegretto.mp3
│   │   ├── 08. String Quartet N°8 in C minor Op.110 -  IV. Largo.mp3
│   │   ├── 09. String Quartet N°8 in C minor Op.110 -  V. Largo.mp3
│   │   └── 10. String Quartet N°13 in B flat minor Op.138 - Adagio  [1970].mp3
│   ├── CD24 - String Quartets N°3, 7 & 9
│   │   ├── 01. String Quartet N°3 in F major Op.73 - I. Allegretto  [1946].mp3
│   │   ├── 02. String Quartet N°3 in F major Op.73 - II. Moderato con moto.mp3
│   │   ├── 03. String Quartet N°3 in F major Op.73 - III. Allegro non troppo.mp3
│   │   ├── 04. String Quartet N°3 in F major Op.73 - IV. Adagio.mp3
│   │   ├── 05. String Quartet N°3 in F major Op.73 - V. Moderato.mp3
│   │   ├── 06. String Quartet N°7 in F sharp minor Op.108 - I. Allegretto  [1960].mp3
│   │   ├── 07. String Quartet N°7 in F sharp minor Op.108 - II. Lento.mp3
│   │   ├── 08. String Quartet N°7 in F sharp minor Op.108 - III. Allegro.mp3
│   │   ├── 09. String Quartet N°9 in E flat major Op.117 - I. Moderato con moto  [1964].mp3
│   │   ├── 10. String Quartet N°9 in E flat major Op.117 - II. Adagaio.mp3
│   │   ├── 11. String Quartet N°9 in E flat major Op.117 - III. Allegretto.mp3
│   │   ├── 12. String Quartet N°9 in E flat major Op.117 - IV. Adagio.mp3
│   │   └── 13. String Quartet N°9 in E flat major Op.117 - V. Allegro.mp3
│   ├── CD25 - String Quartets N°5, 11 & 12
│   │   ├── 01. String Quartet N°5 in B flat major Op. 92 - I. Allegro ma non troppo  [1952].mp3
│   │   ├── 02. String Quartet N°5 in B flat major Op. 92 - II. Andante.mp3
│   │   ├── 03. String Quartet N°5 in B flat major Op. 92 - III. Moderato.mp3
│   │   ├── 04. String Quartet N°11 in F minor Op.122 - I. Introduction (andantino)  [1966].mp3
│   │   ├── 05. String Quartet N°11 in F minor Op.122 - II. Scherzo (allegretto).mp3
│   │   ├── 06. String Quartet N°11 in F minor Op.122 - III. Recitativo (adagio).mp3
│   │   ├── 07. String Quartet N°11 in F minor Op.122 - IV. Etude (allegro).mp3
│   │   ├── 08. String Quartet N°11 in F minor Op.122 - V. Humoresque (allegro).mp3
│   │   ├── 09. String Quartet N°11 in F minor Op.122 - VI. Elegy (adagio).mp3
│   │   ├── 10. String Quartet N°11 in F minor Op.122 - X. Conclusion (moderato).mp3
│   │   ├── 11. String Quartet N°12 in D flat major Op.133 - I. Moderato  [1968].mp3
│   │   └── 12. String Quartet N°12 in D flat major Op.133 - II. Allegretto.mp3
│   ├── CD26 - String Quartets N°4, 6 & 10
│   │   ├── 01. String Quartet N°4 in D major Op.83 - I. Allegretto  [1949].mp3
│   │   ├── 02. String Quartet N°4 in D major Op.83 - II. Andantino.mp3
│   │   ├── 03. String Quartet N°4 in D major Op.83 - III. Allegretto.mp3
│   │   ├── 04. String Quartet N°4 in D major Op.83 - IV.  Allegretto.mp3
│   │   ├── 05. String Quartet N°6 in G major Op.101 - I. Allegretto  [1956].mp3
│   │   ├── 06. String Quartet N°6 in G major Op.101 - II. Moderato con moto.mp3
│   │   ├── 07. String Quartet N°6 in G major Op.101 - III. Lento.mp3
│   │   ├── 08. String Quartet N°6 in G major Op.101 - IV. Lento-allegretto.mp3
│   │   ├── 09. String Quartet N°10 in A flat major Op.118 - I. Andante  [1964].mp3
│   │   ├── 10. String Quartet N°10 in A flat major Op.118 - II. Allegretto furioso.mp3
│   │   ├── 11. String Quartet N°10 in A flat major Op.118 - III. Adagio.mp3
│   │   └── 12. String Quartet N°10 in A flat major Op.118 - IV. Allegretto.mp3
│   └── CD27 - String Quartets N°1, 14 & 15
│       ├── 01. String Quartet N°1 in C major Op.49 - I. Moderato  [1935].mp3
│       ├── 02. String Quartet N°1 in C major Op.49 - II. Moderato.mp3
│       ├── 03. String Quartet N°1 in C major Op.49 - III. Allegro molto.mp3
│       ├── 04. String Quartet N°1 in C major Op.49 - IV. Allegro.mp3
│       ├── 05. String Quartet N°14 in F sharp major Op.142 - I. Allegretto  [1973].mp3
│       ├── 06. String Quartet N°14 in F sharp major Op.142 - II. Adagio.mp3
│       ├── 07. String Quartet N°14 in F sharp major Op.142 - III. Allegretto.mp3
│       ├── 08. String Quartet N°15 in E flat minor Op.144 - I. Elegy (adagio)  [1974].mp3
│       ├── 09. String Quartet N°15 in E flat minor Op.144 - II. Serenade (adagio).mp3
│       ├── 10. String Quartet N°15 in E flat minor Op.144 - III. Intermezzo (adagio).mp3
│       ├── 11. String Quartet N°15 in E flat minor Op.144 - IV. Nocturne (adagio).mp3
│       ├── 12. String Quartet N°15 in E flat minor Op.144 - V. Funeral March (adagio molto).mp3
│       └── 13. String Quartet N°15 in E flat minor Op.144 - VI. Epilogue (adagio).mp3
├── Slayer
│   ├── Slayer - Christ Illusion 2006
│   │   ├── 01. Slayer - Flesh Storm.flac
│   │   ├── 02. Slayer - Catalyst.flac
│   │   ├── 03. Slayer - Skeleton Christ.flac
│   │   ├── 04. Slayer - Eyes Of The Insane.flac
│   │   ├── 05. Slayer - Jihad.flac
│   │   ├── 06. Slayer - Consfearacy.flac
│   │   ├── 07. Slayer - Catatonic.flac
│   │   ├── 08. Slayer - Black Serenade (Alternate Version).flac
│   │   ├── 09. Slayer - Cult.flac
│   │   ├── 10. Slayer - Supremacy.flac
│   │   ├── 11. Slayer - Final Six.flac
│   │   ├── Christ Illusion.cue
│   │   └── Slayer - Christ Illusion.log
│   ├── Slayer - Decade of Aggression 1991 Live
│   │   ├── Disc 1
│   │   │   ├── 01. Slayer - Hell Awaits.flac
│   │   │   ├── 02. Slayer - The Antichrist.flac
│   │   │   ├── 03. Slayer - War Ensemble.flac
│   │   │   ├── 04. Slayer - South of Heaven.flac
│   │   │   ├── 05. Slayer - Raining Blood.flac
│   │   │   ├── 06. Slayer - Altar of Sacrifice.flac
│   │   │   ├── 07. Slayer - Jesus Saves.flac
│   │   │   ├── 08. Slayer - Dead Skin Mask.flac
│   │   │   ├── 09. Slayer - Seasons in the Abyss.flac
│   │   │   ├── 10. Slayer - Mandatory Suicide.flac
│   │   │   ├── 11. Slayer - Angel of Death.flac
│   │   │   ├── Decade of Aggression - Disc 1 of 2.cue
│   │   │   └── Slayer - Decade of Aggression - Disc 1 of 2.log
│   │   └── Disc 2
│   │       ├── 01. Slayer - Hallowed Point.flac
│   │       ├── 02. Slayer - Blood Red.flac
│   │       ├── 03. Slayer - Die By The Sword.flac
│   │       ├── 04. Slayer - Black Magic.flac
│   │       ├── 05. Slayer - Captor Of Sin.flac
│   │       ├── 06. Slayer - Born Of Fire.flac
│   │       ├── 07. Slayer - Postmortem.flac
│   │       ├── 08. Slayer - Spirit In Black.flac
│   │       ├── 09. Slayer - Expendable Youth.flac
│   │       ├── 10. Slayer - Chemical Warfare.flac
│   │       ├── Decade Of Aggression - Disc 2.cue
│   │       └── Slayer - Decade Of Aggression - Disc 2.log
│   ├── Slayer - Diabolus in Musica 1999
│   │   ├── 01 Bitter Peace.flac
│   │   ├── 02 Death's Head.flac
│   │   ├── 03 Stain Of Mind.flac
│   │   ├── 04 Overt Enemy.flac
│   │   ├── 05 Perversions Of Pain.flac
│   │   ├── 06 Love To Hate.flac
│   │   ├── 07 Desire.flac
│   │   ├── 08 In The Name Of God.flac
│   │   ├── 09 Scrum.flac
│   │   ├── 10 Screaming From The Sky.flac
│   │   ├── 11 Wicked.flac
│   │   ├── 12 Point.flac
│   │   ├── Diabolus in Musica.log
│   │   ├── Slayer - Diabolus in Musica.cue
│   │   └── Slayer - Diabolus in Musica.flac.cue
│   ├── Slayer - Divine Intervention 1994
│   │   ├── 01. Slayer - Killing Fields.flac
│   │   ├── 02. Slayer - Sex. Murder. Art..flac
│   │   ├── 03. Slayer - Fictional Reality.flac
│   │   ├── 04. Slayer - Dittohead.flac
│   │   ├── 05. Slayer - Divine Intervention.flac
│   │   ├── 06. Slayer - Circle Of Beliefs.flac
│   │   ├── 07. Slayer - SS-3.flac
│   │   ├── 08. Slayer - Serenity In Murder.flac
│   │   ├── 09. Slayer - 213.flac
│   │   ├── 10. Slayer - Mind Control.flac
│   │   ├── Divine Intervention.cue
│   │   └── Slayer - Divine Intervention.log
│   ├── Slayer - God Hates Us All 2001
│   │   ├── 01. Slayer - Darkness Of Christ.flac
│   │   ├── 02. Slayer - Disciple.flac
│   │   ├── 03. Slayer - God Send Death.flac
│   │   ├── 04. Slayer - New Faith.flac
│   │   ├── 05. Slayer - Cast Down.flac
│   │   ├── 06. Slayer - Threshold.flac
│   │   ├── 07. Slayer - Exile.flac
│   │   ├── 08. Slayer - Seven Faces.flac
│   │   ├── 09. Slayer - Bloodline.flac
│   │   ├── 10. Slayer - Deviance.flac
│   │   ├── 11. Slayer - War Zone.flac
│   │   ├── 12. Slayer - Here Comes The Pain.flac
│   │   ├── 13. Slayer - Payback.flac
│   │   ├── God Hates Us All.cue
│   │   └── Slayer - God Hates Us All.log
│   ├── Slayer - Haunting the Chapel EP 1984
│   │   ├── 01. Slayer - Chemical Warfare.flac
│   │   ├── 02. Slayer - Captor Of Sin.flac
│   │   ├── 03. Slayer - Haunting The Chapel.flac
│   │   ├── 04. Slayer - Aggressive Perfector.flac
│   │   ├── Haunting The Chapel.cue
│   │   └── Slayer - Haunting The Chapel.log
│   ├── Slayer - Hell Awaits 1985
│   │   ├── 01. Slayer - Hell Awaits.flac
│   │   ├── 02. Slayer - Kill Again.flac
│   │   ├── 03. Slayer - At Dawn They Sleep.flac
│   │   ├── 04. Slayer - Praise Of Death.flac
│   │   ├── 05. Slayer - Necrophiliac.flac
│   │   ├── 06. Slayer - Crypts Of Eternity.flac
│   │   ├── 07. Slayer - Hardening Of The Arteries.flac
│   │   ├── Hell Awaits.cue
│   │   └── Slayer - Hell Awaits.log
│   ├── Slayer - Live Undead 1984
│   │   ├── 01. Slayer - Black Magic.flac
│   │   ├── 02. Slayer - Die By The Sword.flac
│   │   ├── 03. Slayer - Captor Of Sin.flac
│   │   ├── 04. Slayer - The Antichrist.flac
│   │   ├── 05. Slayer - Evil Has No Boundaries.flac
│   │   ├── 06. Slayer - Show No Mercy.flac
│   │   ├── 07. Slayer - Aggressive Perfector.flac
│   │   ├── Live Undead.cue
│   │   └── Slayer - Live Undead.log
│   ├── Slayer - Reign in Blood  1986
│   │   ├── 01. Slayer - Angel of Death.flac
│   │   ├── 02. Slayer - Piece By Piece.flac
│   │   ├── 03. Slayer - Necrophobic.flac
│   │   ├── 04. Slayer - Altar of Sacrifice.flac
│   │   ├── 05. Slayer - Jesus Saves.flac
│   │   ├── 06. Slayer - Criminally Insane.flac
│   │   ├── 07. Slayer - Reborn.flac
│   │   ├── 08. Slayer - Epidemic.flac
│   │   ├── 09. Slayer - Postmortem.flac
│   │   ├── 10. Slayer - Raining Blood.flac
│   │   ├── 11. Slayer - Aggressive Perfector.flac
│   │   ├── 12. Slayer - Criminally Insane (Remix).flac
│   │   ├── Reign in Blood.cue
│   │   └── Slayer - Reign in Blood.log
│   ├── Slayer - Seasons In The Abyss 1990
│   │   ├── 01 War Ensemble.flac
│   │   ├── 02 Blood Red.flac
│   │   ├── 03 Spirit In Black.flac
│   │   ├── 04 Expendable Youth.flac
│   │   ├── 05 Dead Skin Mask.flac
│   │   ├── 06 Hallowed Point.flac
│   │   ├── 07 Skeletons Of Society.flac
│   │   ├── 08 Temptation.flac
│   │   ├── 09 Born Of Fire.flac
│   │   ├── 10 Seasons In The Abyss.flac
│   │   ├── Seasons In The Abyss.log
│   │   ├── Slayer - Seasons In The Abyss.cue
│   │   └── Slayer - Seasons In The Abyss.flac.cue
│   ├── Slayer - Show No Mercy 1983
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│       └── 12 December.mp3
├── System Of A Down
│   ├── System Of A Down - Hypnotize
│   │   ├── 01 - System Of A Down - Attack.flac
│   │   ├── 02 - System Of A Down - Dreaming.flac
│   │   ├── 03 - System Of A Down - Kill Rock & Roll.flac
│   │   ├── 04 - System Of A Down - Hypnotize.flac
│   │   ├── 05 - System Of A Down - Stealing Society.flac
│   │   ├── 06 - System Of A Down - Tentative.flac
│   │   ├── 07 - System Of A Down - U-Fig.flac
│   │   ├── 08 - System Of A Down - Holy Mountains.flac
│   │   ├── 09 - System Of A Down - Vicinity Of Obscenity.flac
│   │   ├── 10 - System Of A Down - She's Like Heroin.flac
│   │   ├── 11 - System Of A Down - Lonely Day.flac
│   │   └── 12 - System Of A Down - Soldier Side.flac
│   ├── System Of A Down - Mesmerize
│   │   ├── 01 - System Of A Down - Soldier Side - Intro.flac
│   │   ├── 02 - System Of A Down - B.Y.O.B.flac
│   │   ├── 03 - System Of A Down - Revenga.flac
│   │   ├── 04 - System Of A Down - Cigaro.flac
│   │   ├── 05 - System Of A Down - Radio-Video.flac
│   │   ├── 06 - System Of A Down - This Cocaine Makes Me Feel Like I'm On This Song.flac
│   │   ├── 07 - System Of A Down - Violent Pornography.flac
│   │   ├── 08 - System Of A Down - Question!.flac
│   │   ├── 09 - System Of A Down - Sad Statue.flac
│   │   ├── 10 - System Of A Down - Old School Hollywood.flac
│   │   └── 11 - System Of A Down - Lost In Hollywood.flac
│   ├── System Of A Down - Steal This Album!
│   │   ├── 01 - System Of A Down - Chic N' Stu.flac
│   │   ├── 02 - System Of A Down - Inner Vision.flac
│   │   ├── 03 - System Of A Down - Bubbles.flac
│   │   ├── 04 - System Of A Down - Boom!.flac
│   │   ├── 05 - System Of A Down - Nuguns.flac
│   │   ├── 06 - System Of A Down - A.D.D.flac
│   │   ├── 07 - System Of A Down - Mr. Jack.flac
│   │   ├── 08 - System Of A Down - I-E-A-I-A-I-O.flac
│   │   ├── 09 - System Of A Down - 36.flac
│   │   ├── 10 - System Of A Down - Pictures.flac
│   │   ├── 11 - System Of A Down - Highway Song.flac
│   │   ├── 12 - System Of A Down - Fuck The System.flac
│   │   ├── 13 - System Of A Down - Ego Brain.flac
│   │   ├── 14 - System Of A Down - Thetawaves.flac
│   │   ├── 15 - System Of A Down - Roulette.flac
│   │   └── 16 - System Of A Down - Streamline.flac
│   ├── System Of A Down - System Of A Down
│   │   ├── 01 - System Of A Down - Suite-Pee.flac
│   │   ├── 02 - System Of A Down - Know.flac
│   │   ├── 03 - System Of A Down - Sugar.flac
│   │   ├── 04 - System Of A Down - Suggestions.flac
│   │   ├── 05 - System Of A Down - Spiders.flac
│   │   ├── 06 - System Of A Down - DDevil.flac
│   │   ├── 07 - System Of A Down - Soil.flac
│   │   ├── 08 - System Of A Down - War.flac
│   │   ├── 09 - System Of A Down - Mind.flac
│   │   ├── 10 - System Of A Down - Peephole.flac
│   │   ├── 11 - System Of A Down - CUBErt.flac
│   │   ├── 12 - System Of A Down - Darts.flac
│   │   └── 13 - System Of A Down - P.L.U.C.K.flac
│   └── System Of A Down - Toxicity
│       ├── 01 - System Of A Down - Prison Song.flac
│       ├── 02 - System Of A Down - Needles.flac
│       ├── 03 - System Of A Down - Deer Dance.flac
│       ├── 04 - System Of A Down - Jet Pilot.flac
│       ├── 05 - System Of A Down - X.flac
│       ├── 06 - System Of A Down - Chop Suey!.flac
│       ├── 07 - System Of A Down - Bounce.flac
│       ├── 08 - System Of A Down - Forest.flac
│       ├── 09 - System Of A Down - Atwa.flac
│       ├── 10 - System Of A Down - Science.flac
│       ├── 11 - System Of A Down - Shimmy.flac
│       ├── 12 - System Of A Down - Toxicity.flac
│       ├── 13 - System Of A Down - Psycho.flac
│       └── 14 - System Of A Down - Aerials.flac
├── The Chemical Brothers Studio Albums (1995-2015) [FLAC]
│   ├── (1995) The Chemical Brothers - Exit Planet Dust
│   │   ├── 01 - Leave Home.flac
│   │   ├── 02 - In Dust We Trust.flac
│   │   ├── 03 - Song to the Siren.flac
│   │   ├── 04 - Three Little Birdies Down Beats.flac
│   │   ├── 05 - Fuck Up Beats.flac
│   │   ├── 06 - Chemical Beats.flac
│   │   ├── 07 - Chico's Groove.flac
│   │   ├── 08 - One Too Many Mornings.flac
│   │   ├── 09 - Life Is Sweet.flac
│   │   ├── 10 - Playground for a Wedgeless Firm.flac
│   │   ├── 11 - Alive Alone.flac
│   │   └── cover.jpg
│   ├── (1997) The Chemical Brothers - Dig Your Own Hole
│   │   ├── 01 - Block Rockin' Beats.flac
│   │   ├── 02 - Dig Your Own Hole.flac
│   │   ├── 03 - Elektrobank.flac
│   │   ├── 04 - Piku.flac
│   │   ├── 05 - Setting Sun.flac
│   │   ├── 06 - It Doesn't Matter.flac
│   │   ├── 07 - Don't Stop The Rock.flac
│   │   ├── 08 - Get Up On It Like This.flac
│   │   ├── 09 - Lost In The K-Hole.flac
│   │   ├── 10 - Where Do I Begin.flac
│   │   ├── 11 - The Private Psychedelic Reel.flac
│   │   └── cover.jpg
│   ├── (1999) The Chemical Brothers - Surrender
│   │   ├── 01 - Music- Response.flac
│   │   ├── 02 - Under The Influence.flac
│   │   ├── 03 - Out Of Control.flac
│   │   ├── 04 - Orange Wedge.flac
│   │   ├── 05 - Let Forever Be.flac
│   │   ├── 06 - The Sunshine Underground.flac
│   │   ├── 07 - Asleep From Day.flac
│   │   ├── 08 - Got Glint .flac
│   │   ├── 09 - Hey Boy Hey Girl.flac
│   │   ├── 10 - Surrender.flac
│   │   ├── 11 - Dream On.flac
│   │   └── cover.jpg
│   ├── (2002) The Chemical Brothers - Come With Us
│   │   ├── 01 - Come With Us.flac
│   │   ├── 02 - It Began In Afrika.flac
│   │   ├── 03 - Galaxy Bounce.flac
│   │   ├── 04 - Star Guitar.flac
│   │   ├── 05 - Hoops.flac
│   │   ├── 06 - My Elastic Eye.flac
│   │   ├── 07 - The State We're In.flac
│   │   ├── 08 - Denmark.flac
│   │   ├── 09 - Pioneer Skies.flac
│   │   ├── 10 - The Test.flac
│   │   └── cover.jpg
│   ├── (2003) The Chemical Brothers - Singles 93-03 (Compilation)
│   │   ├── 2003 - Singles CD1
│   │   │   ├── 01 - Song To The Siren.flac
│   │   │   ├── 02 - Chemical Beats.flac
│   │   │   ├── 03 - Leave Home.flac
│   │   │   ├── 04 - Setting Sun.flac
│   │   │   ├── 05 - Block Rockin' Beats.flac
│   │   │   ├── 06 - The Private Psychedelic Reel.flac
│   │   │   ├── 07 - Hey Boy Hey Girl.flac
│   │   │   ├── 08 - Let Forever Be.flac
│   │   │   ├── 09 - Out Of Control.flac
│   │   │   ├── 10 - Star Guitar.flac
│   │   │   ├── 11 - The Test.flac
│   │   │   ├── 12 - Get Yourself High.flac
│   │   │   └── 13 - The Golden Path.flac
│   │   ├── 2003 - Singles CD2
│   │   │   ├── 01 - Not Another Drugstore (Planet Nine Mix).flac
│   │   │   ├── 02 - The Duke.flac
│   │   │   ├── 03 - If You Kling To Me I'll Klong To You.flac
│   │   │   ├── 04 - Otter Rock.flac
│   │   │   ├── 05 - Morning Lemon.flac
│   │   │   ├── 06 - Galaxy Bounce.flac
│   │   │   ├── 07 - Loops Of Fury.flac
│   │   │   ├── 08 - Delik.flac
│   │   │   ├── 09 - Elektrobank (Live).flac
│   │   │   ├── 10 - Under The Influence (Mix 2).flac
│   │   │   └── 11 - Piku Playground (Live).flac
│   │   └── cover.jpg
│   ├── (2005) The Chemical Brothers - Push the Button
│   │   ├── 01 - Galvanize (feat. Q-Tip).flac
│   │   ├── 02 - The Boxer (feat. Tim Burgess).flac
│   │   ├── 03 - Believe (feat. Kele Okereke).flac
│   │   ├── 04 - Hold Tight London (feat. Anna-Lynne Williams).flac
│   │   ├── 05 - Come Inside.flac
│   │   ├── 06 - The Big Jump.flac
│   │   ├── 07 - Left Right (feat. Anwar Superstar).flac
│   │   ├── 08 - Close Your Eyes (feat. The Magic Numbers).flac
│   │   ├── 09 - Shake Break Bounce.flac
│   │   ├── 10 - Marvo Ging.flac
│   │   ├── 11 - Surface To Air.flac
│   │   ├── 12 - Giant.flac
│   │   └── cover.jpg
│   ├── (2007) The Chemical Brothers - We are the Night
│   │   ├── 01 - No Path to Follow.flac
│   │   ├── 02 - We Are the Night.flac
│   │   ├── 03 - All Rights Reserved.flac
│   │   ├── 04 - Saturate.flac
│   │   ├── 05 - Do It Again.flac
│   │   ├── 06 - Das Spiegel.flac
│   │   ├── 07 - The Salmon Dance.flac
│   │   ├── 08 - Burst Generator.flac
│   │   ├── 09 - A Modern Midnight Conversation.flac
│   │   ├── 10 - Battle Scars.flac
│   │   ├── 11 - Harpoons.flac
│   │   ├── 12 - The Pills Won't Help You Now.flac
│   │   └── cover.jpg
│   ├── (2008) The Chemical Brothers - Brotherhood (Compilation)
│   │   ├── Brotherhood CD1
│   │   │   ├── 01 - Galvanize.flac
│   │   │   ├── 02 - Hey Boy Hey Girl.flac
│   │   │   ├── 03 - Block Rockin' Beats.flac
│   │   │   ├── 04 - Do It Again.flac
│   │   │   ├── 05 - Believe.flac
│   │   │   ├── 06 - Star Guitar.flac
│   │   │   ├── 07 - Let Forever Be.flac
│   │   │   ├── 08 - Leave Home.flac
│   │   │   ├── 09 - Keep My Composure.flac
│   │   │   ├── 10 - Saturate.flac
│   │   │   ├── 11 - Out Of Control.flac
│   │   │   ├── 12 - Midnight Madness.flac
│   │   │   ├── 13 - The Golden Path.flac
│   │   │   ├── 14 - Setting Sun.flac
│   │   │   └── 15 - Chemical Beats.flac
│   │   ├── Brotherhood CD2
│   │   │   ├── 01 - Electronic Battle Weapon 1.flac
│   │   │   ├── 02 - Electronic Battle Weapon 2.flac
│   │   │   ├── 03 - Electronic Battle Weapon 3.flac
│   │   │   ├── 04 - Electronic Battle Weapon 4.flac
│   │   │   ├── 05 - Electronic Battle Weapon 5.flac
│   │   │   ├── 06 - Electronic Battle Weapon 6.flac
│   │   │   ├── 07 - Electronic Battle Weapon 7.flac
│   │   │   ├── 08 - Electronic Battle Weapon 8.flac
│   │   │   ├── 09 - Electronic Battle Weapon 9.flac
│   │   │   └── 10 - Electronic Battle Weapon 10.flac
│   │   └── cover.jpg
│   ├── (2010) The Chemical Brothers - Further
│   │   ├── 01 - Snow.flac
│   │   ├── 02 - Escape Velocity.flac
│   │   ├── 03 - Another World.flac
│   │   ├── 04 - Dissolve.flac
│   │   ├── 05 - Horse Power.flac
│   │   ├── 06 - Swoon.flac
│   │   ├── 07 - K+D+B.flac
│   │   ├── 08 - Wonders Of The Deep.flac
│   │   ├── 09 - Don't Think.flac
│   │   └── cover.jpg
│   ├── (2011) The Chemical Brothers - Hanna (OST)
│   │   ├── 01 - Hanna’s Theme.flac
│   │   ├── 02 - Escape 700.flac
│   │   ├── 03 - Chalice 1.flac
│   │   ├── 04 - The Devil Is In The Details.flac
│   │   ├── 05 - Map Sounds , Chalice 2.flac
│   │   ├── 06 - The Forest.flac
│   │   ├── 07 - Quayside Synthesis.flac
│   │   ├── 08 - The Sandman.flac
│   │   ├── 09 - Marissa Flashback.flac
│   │   ├── 10 - Bahnhof Rumble.flac
│   │   ├── 11 - The Devil Is In The Beats.flac
│   │   ├── 12 - Car Chase (Arp Worship).flac
│   │   ├── 13 - Interrogation , Lonesome Subway , Grimm’s House.flac
│   │   ├── 14 - Hanna Vs Marissa.flac
│   │   ├── 15 - Sun Collapse.flac
│   │   ├── 16 - Special Ops.flac
│   │   ├── 17 - Escape Wavefold.flac
│   │   ├── 18 - Isolated Howl.flac
│   │   ├── 19 - Container Park.flac
│   │   ├── 20 - Hanna’s Theme (Vocal Version).flac
│   │   └── cover.jpg
│   ├── (2015)The Chemical Brothers - Born in the Echoes
│   │   ├── 01 Sometimes I Feel So Deserted.flac
│   │   ├── 02 Go.flac
│   │   ├── 03 Under Neon Lights.flac
│   │   ├── 04 EML Ritual.flac
│   │   ├── 05 I'll See You There.flac
│   │   ├── 06 Just Bang.flac
│   │   ├── 07 Reflexion.flac
│   │   ├── 08 Taste of Honey.flac
│   │   ├── 09 Born in the Echoes.flac
│   │   ├── 10 Radiate.flac
│   │   ├── 11 Wide Open.flac
│   │   ├── 12 Direct Buki.flac
│   │   ├── 13 Let Us Build a City.flac
│   │   ├── 14 Wo Ha.flac
│   │   ├── 15 Go (Extended Mix).flac
│   │   ├── 16 Reflexion (Extended Mix).flac
│   │   └── cover.png
│   └── The Chemical Brothers - We Are The Night (2019) [pradyutvam]
│       ├── 01 - No Path To Follow.mp3
│       ├── 02 - We Are The Night.mp3
│       ├── 03 - All Rights Reversed.mp3
│       ├── 04 - Saturate.mp3
│       ├── 05 - Do It Again.mp3
│       ├── 06 - Das Spiegel.mp3
│       ├── 07 - The Salmon Dance.mp3
│       ├── 08 - Burst Generator.mp3
│       ├── 09 - A Modern Midnight Conversation.mp3
│       ├── 10 - Battle Scars.mp3
│       ├── 11 - Harpoons.mp3
│       ├── 12 - The Pills Won't Help You Now.mp3
│       ├── 13 - Seal.mp3
│       ├── 14 - No Need.mp3
│       ├── folder.jpg
│       └── Thumbs.db
├── The Mystery Of The Yeti
│   ├── 01 The Call; The Journey.mp3
│   ├── 02 Tribal Gathering.mp3
│   ├── 03 The Yeti Revelation; Sacred Communication.mp3
│   ├── 04 A 'Welcome' to All Extra Terrestrials.mp3
│   ├── R-90964-1202459279.jpeg
│   └── VA_-_The_Mystery_of_the_Yeti-Mystical_Experiences_(Spec.Ed.)-(REISSUE)-2CD-2004-PsyCZ
│       ├── 000-va_-_the_mystery_of_the_yeti-mystical_experiences_(spec.ed.)-(reissue)-2cd-2004-psycz.jpg
│       ├── 000-va_-_the_mystery_of_the_yeti-mystical_experiences_(spec.ed.)-(reissue)-2cd-2004-psycz.m3u
│       ├── 000-va_-_the_mystery_of_the_yeti-mystical_experiences_(spec.ed.)-(reissue)-2cd-2004-psycz.nfo
│       ├── 000-va_-_the_mystery_of_the_yeti-mystical_experiences_(spec.ed.)-(reissue)-2cd-2004-psycz.sfv
│       ├── 100-va_-_mystery_of_the_yeti-psycz.m3u
│       ├── 101-va_-_mystery_of_the_yeti-psycz.cue
│       ├── 101-va_-_mystery_of_the_yeti-psycz.mp3
│       ├── 200-the_infinity_project_-_mystical_experiences-psycz.m3u
│       ├── 201-the_infinity_project_-_mystical_experiences-psycz.cue
│       ├── 201-the_infinity_project_-_mystical_experiences-psycz.mp3
│       └── hqscene.nfo
├── The National
│   ├── Albums
│   │   ├── Alligator [2005] [Limited Expanded Edition]
│   │   │   ├── CD1
│   │   │   │   ├── 01 - Secret Meeting.flac
│   │   │   │   ├── 02 - Karen.flac
│   │   │   │   ├── 03 - Lit Up.flac
│   │   │   │   ├── 04 - Looking For Astronauts.flac
│   │   │   │   ├── 05 - Daughters Of The Soho Riots.flac
│   │   │   │   ├── 06 - Baby, We'll Be Fine.flac
│   │   │   │   ├── 07 - Friend Of Mine.flac
│   │   │   │   ├── 08 - Val Jester.flac
│   │   │   │   ├── 09 - All The Wine.flac
│   │   │   │   ├── 10 - Abel.flac
│   │   │   │   ├── 11 - Geese Of Beverly Road.flac
│   │   │   │   ├── 12 - City Middle.flac
│   │   │   │   ├── 13 - Mr. November.flac
│   │   │   │   ├── Alligator.cue
│   │   │   │   ├── Alligator.log
│   │   │   │   └── folder.jpg
│   │   │   └── CD2 [Extra Disc]
│   │   │       ├── 01 - The Thrilling Of Claire.flac
│   │   │       ├── 02 - Driver, Surprise Me.flac
│   │   │       ├── 03 - Lit Up [Remix].flac
│   │   │       ├── 04 - Secret Meeting [Remix].flac
│   │   │       ├── 05 - The Geese Of Beverly Road [Live].flac
│   │   │       ├── Alligator (Extra Disc).cue
│   │   │       ├── Alligator (Extra Disc).log
│   │   │       └── folder.jpg
│   │   ├── Boxer [2007]
│   │   │   ├── 01 - Fake Empire.flac
│   │   │   ├── 02 - Mistaken For Strangers.flac
│   │   │   ├── 03 - Brainy.flac
│   │   │   ├── 04 - Squalor Victoria.flac
│   │   │   ├── 05 - Green Gloves.flac
│   │   │   ├── 06 - Slow Show.flac
│   │   │   ├── 07 - Apartment Story.flac
│   │   │   ├── 08 - Start A War.flac
│   │   │   ├── 09 - Guest Room.flac
│   │   │   ├── 10 - Racing Like A Pro.flac
│   │   │   ├── 11 - Ada.flac
│   │   │   ├── 12 - Gospel.flac
│   │   │   ├── Boxer.cue
│   │   │   ├── folder.jpg
│   │   │   └── The National - Boxer.log
│   │   ├── High Violet [2010]
│   │   │   ├── 01 - Terrible Love.flac
│   │   │   ├── 02 - Sorrow.flac
│   │   │   ├── 03 - Anyone's Ghost.flac
│   │   │   ├── 04 - Little Faith.flac
│   │   │   ├── 05 - Afraid Of Everyone.flac
│   │   │   ├── 06 - Bloodbuzz Ohio.flac
│   │   │   ├── 07 - Lemonworld.flac
│   │   │   ├── 08 - Runaway.flac
│   │   │   ├── 09 - Conversation 16.flac
│   │   │   ├── 10 - England.flac
│   │   │   ├── 11 - Vanderlyle Crybaby Geeks.flac
│   │   │   ├── folder.jpg
│   │   │   ├── High Violet.cue
│   │   │   └── High Violet.log
│   │   ├── Sad Songs for Dirty Lovers [2003]
│   │   │   ├── 01 - Cardinal Song.flac
│   │   │   ├── 02 - Slipping Husband.flac
│   │   │   ├── 03 - 90-Mile Water Wall.flac
│   │   │   ├── 04 - It Never Happened.flac
│   │   │   ├── 05 - Murder Me Rachael.flac
│   │   │   ├── 06 - Thirsty.flac
│   │   │   ├── 07 - Available.flac
│   │   │   ├── 08 - Sugar Wife.flac
│   │   │   ├── 09 - Trophy Wife.flac
│   │   │   ├── 10 - Fashion Coat.flac
│   │   │   ├── 11 - Patterns Of Fairytales.flac
│   │   │   ├── 12 - Lucky You.flac
│   │   │   ├── folder.jpg
│   │   │   ├── Sad Songs for Dirty Lovers.cue
│   │   │   └── The National - Sad Songs for Dirty Lovers.log
│   │   └── The National [2001]
│   │       ├── 01 - Beautiful Head.flac
│   │       ├── 02 - Cold Girl Fever.flac
│   │       ├── 03 - The Perfect Song.flac
│   │       ├── 04 - American Mary.flac
│   │       ├── 05 - Son.flac
│   │       ├── 06 - Pay For Me.flac
│   │       ├── 07 - Bitters & Absolut.flac
│   │       ├── 08 - John's Star.flac
│   │       ├── 09 - Watching You Well.flac
│   │       ├── 10 - Theory Of The Crows.flac
│   │       ├── 11 - 29 Years.flac
│   │       ├── 12 - Anna Freud.flac
│   │       ├── Artwork
│   │       │   ├── Booklet1.png
│   │       │   ├── Booklet2.png
│   │       │   ├── Disc.png
│   │       │   ├── Inlay.png
│   │       │   └── Slip.png
│   │       ├── folder.jpg
│   │       ├── The National.cue
│   │       └── The National - The National.log
│   ├── EPs
│   │   ├── Cherry Tree [2004]
│   │   │   ├── 01 - Wasp Nest.flac
│   │   │   ├── 02 - All The Wine.flac
│   │   │   ├── 03 - All Dolled-Up In Straps.flac
│   │   │   ├── 04 - Cherry Tree.flac
│   │   │   ├── 05 - About Today.flac
│   │   │   ├── 06 - Murder Me Rachael [Live].flac
│   │   │   ├── 07 - I Don't Mind.flac
│   │   │   ├── Cherry Tree.cue
│   │   │   ├── folder.jpg
│   │   │   └── The National - Cherry Tree.log
│   │   ├── Extras [2007]
│   │   │   ├── 01 - Brainy (Alternate).flac
│   │   │   ├── 02 - Slow Show (Demo).flac
│   │   │   ├── 03 - Tall Saint (Demo).flac
│   │   │   ├── 04 - Rest Of Years (Demo).flac
│   │   │   ├── 05 - Santa Clara.flac
│   │   │   ├── Extras.cue
│   │   │   ├── Extras.log
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│   │   ├── 02. Stuck In A Moment You Can't Get Out Of - U2.flac
│   │   ├── 03. Elevation - U2.flac
│   │   ├── 04. Walk On - U2.flac
│   │   ├── 05. Kite - U2.flac
│   │   ├── 06. In A Little While - U2.flac
│   │   ├── 07. Wild Honey - U2.flac
│   │   ├── 08. Peace On Earth - U2.flac
│   │   ├── 09. When I Look At The World - U2.flac
│   │   ├── 10. New York - U2.flac
│   │   ├── 11. Grace - U2.flac
│   │   ├── All That You Can't Leave Behind.cue
│   │   └── U2 - All That You Can't Leave Behind.log
│   ├── U2 - Boy 1980
│   │   ├── 01. I Will Follow - U2.flac
│   │   ├── 02. Twilight - U2.flac
│   │   ├── 03. An Cat Dubh , Into The Heart - U2.flac
│   │   ├── 04. Out of Control - U2.flac
│   │   ├── 05. Stories for Boys - U2.flac
│   │   ├── 06. The Ocean - U2.flac
│   │   ├── 07. A Day Without Me - U2.flac
│   │   ├── 08. Another Time, Another Space - U2.flac
│   │   ├── 09. The Electric Co. - U2.flac
│   │   ├── 10. Shadows and Tall Trees - U2.flac
│   │   ├── BOY.cue
│   │   └── U2 - BOY.log
│   ├── U2 - How to Dismantle an Atomic Bomb 2004
│   │   ├── 01. Vertigo - U2.flac
│   │   ├── 02. Miracle Drug - U2.flac
│   │   ├── 03. Sometimes You Can't Make It on Your Own - U2.flac
│   │   ├── 04. Love and Peace or Else - U2.flac
│   │   ├── 05. City of Blinding Lights - U2.flac
│   │   ├── 06. All Because of You - U2.flac
│   │   ├── 07. A Man and a Woman - U2.flac
│   │   ├── 08. Crumbs from Your Table - U2.flac
│   │   ├── 09. One Step Closer - U2.flac
│   │   ├── 10. Original of the Species - U2.flac
│   │   ├── 11. Yahweh - U2.flac
│   │   ├── How to Dismantle an Atomic Bomb.cue
│   │   └── U2 - How to Dismantle an Atomic Bomb.log
│   ├── U2 - No Line On The Horizon 2009
│   │   ├── 01 - No Line On The Horizon.flac
│   │   ├── 02 - Magnificent.flac
│   │   ├── 03 - Moment Of Surrender.flac
│   │   ├── 04 - Unknown Caller.flac
│   │   ├── 05 - I`ll Go Crazy If I Don`t Go Crazy Tonight.flac
│   │   ├── 06 - Get On Your Boots.flac
│   │   ├── 07 - Stand Up Comedy.flac
│   │   ├── 08 - Fez-Being Born.flac
│   │   ├── 09 - White As Snow.flac
│   │   ├── 10 - Breath.flac
│   │   ├── 11 - Cedars Of Lebanon.flac
│   │   ├── No Line On The Horizon.cue
│   │   ├── U2 - No Line On The Horizon.log
│   │   └── U2 - No Line On The Horizon.m3u
│   ├── U2 - October 1981
│   │   ├── 01 - Gloria.flac
│   │   ├── 02 - I Fall Down.flac
│   │   ├── 03 - I Threw A Brick Through A Window.flac
│   │   ├── 04 - Rejoice.flac
│   │   ├── 05 - Fire.flac
│   │   ├── 06 - Tomorrow.flac
│   │   ├── 07 - October.flac
│   │   ├── 08 - With A Shout (Jerusalem).flac
│   │   ├── 09 - Stranger In A Strange Land.flac
│   │   ├── 10 - Scarlet.flac
│   │   ├── 11 - Is That All .flac
│   │   ├── October.CUE
│   │   ├── October.log
│   │   └── U2 - October.m3u
│   ├── U2 - Pop 1997
│   │   ├── 01. Discothèque - U2.flac
│   │   ├── 02. Do You Feel Loved - U2.flac
│   │   ├── 03. Mofo - U2.flac
│   │   ├── 04. If God Will Send His Angels - U2.flac
│   │   ├── 05. Staring At The Sun - U2.flac
│   │   ├── 06. Last Night On Earth - U2.flac
│   │   ├── 07. Gone - U2.flac
│   │   ├── 08. Miami - U2.flac
│   │   ├── 09. The Playboy Mansion - U2.flac
│   │   ├── 10. If You Wear That Velvet Dress - U2.flac
│   │   ├── 11. Please - U2.flac
│   │   ├── 12. Wake Up Dead Man - U2.flac
│   │   ├── Pop.cue
│   │   └── U2 - Pop.log
│   ├── U2 - Rattle and Hum 1988
│   │   ├── 01. Helter Skelter - U2.flac
│   │   ├── 02. Van Diemen's Land - U2.flac
│   │   ├── 03. Desire - U2.flac
│   │   ├── 04. Hawkmoon 269 - U2.flac
│   │   ├── 05. All Along the Watchtower - U2.flac
│   │   ├── 06. I Still Haven't Found What I'm Looking For - U2.flac
│   │   ├── 07. Freedom for My People - U2.flac
│   │   ├── 08. Silver and Gold - U2.flac
│   │   ├── 09. Pride (In the Name of Love) - U2.flac
│   │   ├── 10. Angel of Harlem - U2.flac
│   │   ├── 11. Love Rescue Me - U2.flac
│   │   ├── 12. When Love Comes to Town - U2.flac
│   │   ├── 13. Heartland - U2.flac
│   │   ├── 14. God Part II - U2.flac
│   │   ├── 15. The Star Spangled Banner - U2.flac
│   │   ├── 16. Bullet the Blue Sky - U2.flac
│   │   ├── 17. All I Want Is You - U2.flac
│   │   ├── Rattle and Hum.cue
│   │   └── U2 - Rattle and Hum.log
│   ├── U2 - The Joshua Tree 1987
│   │   ├── 01. Where The Streets Have No Name - U2.flac
│   │   ├── 02. I Still Haven't Found What I'm Looking For - U2.flac
│   │   ├── 03. With Or Without You - U2.flac
│   │   ├── 04. Bullet The Blue Sky - U2.flac
│   │   ├── 05. Running To Stand Still - U2.flac
│   │   ├── 06. Red Hill Mining Town - U2.flac
│   │   ├── 07. In God's Country - U2.flac
│   │   ├── 08. Trip Through Your Wires - U2.flac
│   │   ├── 09. One Tree Hill - U2.flac
│   │   ├── 10. Exit - U2.flac
│   │   ├── 11. Mothers Of The Disappeared - U2.flac
│   │   ├── The Joshua Tree.cue
│   │   └── U2 - The Joshua Tree.log
│   ├── U2 - The Unforgettable Fire 1984
│   │   ├── 01. A Sort of Homecoming - U2.flac
│   │   ├── 02. Pride - U2.flac
│   │   ├── 03. Wire - U2.flac
│   │   ├── 04. The Unforgettable Fire - U2.flac
│   │   ├── 05. Promenade - U2.flac
│   │   ├── 06. 4th of July - U2.flac
│   │   ├── 07. Bad - U2.flac
│   │   ├── 08. Indian Summer Sky - U2.flac
│   │   ├── 09. Elvis Presley and America - U2.flac
│   │   ├── 10. MLK - U2.flac
│   │   ├── The Unforgettable Fire.cue
│   │   └── U2 - The Unforgettable Fire.log
│   ├── U2 - Under a Blood Red Sky (Live) 1983
│   │   ├── 01. Gloria - U2.flac
│   │   ├── 02. 11 o'clock Tick Tock - U2.flac
│   │   ├── 03. I Will Follow - U2.flac
│   │   ├── 04. Party Girl - U2.flac
│   │   ├── 05. Sunday Bloody Sunday - U2.flac
│   │   ├── 06. The Electric Co. - U2.flac
│   │   ├── 07. New Year's Day - U2.flac
│   │   ├── 08. '40' - U2.flac
│   │   ├── Live   Under a Blood Red Sky.cue
│   │   └── U2 - Live   Under a Blood Red Sky.log
│   ├── U2 - War 1983
│   │   ├── 01. Sunday Bloody Sunday - U2.flac
│   │   ├── 02. Seconds - U2.flac
│   │   ├── 03. New Year's Day - U2.flac
│   │   ├── 04. Like A Song... - U2.flac
│   │   ├── 05. Drowning Man - U2.flac
│   │   ├── 06. The Refugee - U2.flac
│   │   ├── 07. Two Hearts Beat As One - U2.flac
│   │   ├── 08. Red Light - U2.flac
│   │   ├── 09. Surrender - U2.flac
│   │   ├── 10. '40' - U2.flac
│   │   ├── U2 - War.log
│   │   └── War.cue
│   └── U2 - Zooropa 1993
│       ├── 01. Zooropa - U2.flac
│       ├── 02. Babyface - U2.flac
│       ├── 03. Numb - U2.flac
│       ├── 04. Lemon - U2.flac
│       ├── 05. Stay (Faraway, So Close!) - U2.flac
│       ├── 06. Daddy's Gonna Pay For Your Crashed Car - U2.flac
│       ├── 07. Some Days Are Better Than Others - U2.flac
│       ├── 08. The First Time - U2.flac
│       ├── 09. Dirty Day - U2.flac
│       ├── 10. The Wanderer - U2.flac
│       ├── U2 - Zooropa.log
│       └── Zooropa.cue
├── Ultimae Records
│   ├── INRE 005 VA - (2001) Fahrenheit Project Part Two
│   │   ├── 01 - Robert Rich - Somnium Intro.mp3
│   │   ├── 02 - Solar Fields - Electric Fluid.mp3
│   │   ├── 03 - Vibrasphere - San Pedro.mp3
│   │   ├── 04 - Khetzal - Glaciales Lacrimae.mp3
│   │   ├── 05 - Nuclear Ramjet - Folding Time (Ambient Version).mp3
│   │   ├── 06 - Aes Dana - Summerlands.mp3
│   │   ├── 07 - Chi-A.D. - When The Effect Came.mp3
│   │   ├── 08 - Hol Baumann - Benares.mp3
│   │   ├── 10 - Mystical Sun - Waters Of Life.mp3
│   │   ├── 11 - Robert Rich - Somnium.mp3
│   │   └── front.jpg
│   ├── INRE 006 VA - (2002) Fahrenheit Project Part Three
│   │   ├── 01 - Koala + Xentrix - Infinite Dream.mp3
│   │   ├── 02 - Aes Dana - Undertow.mp3
│   │   ├── 03 - H.U.V.A. Network - Morning Call (ambient version).mp3
│   │   ├── 05 - Solar Fields - Something Crystal.mp3
│   │   ├── 06 - Toires - Nabab.mp3
│   │   ├── 07 - Carbon Based Lifeforms - MOS 6581.mp3
│   │   ├── 08 - Mystical Sun - Blue Magnetic Ocean.mp3
│   │   ├── 09 - Solar Fields - Spiritual Ocean.mp3
│   │   ├── 10 - Carbon Based Lifeforms - Metrosat 4.mp3
│   │   └── front.jpg
│   ├── INRE 011 VA - (2003) Fahrenheit Project Part Four
│   │   ├── 01 - Solar Fields - Union Light.mp3
│   │   ├── 02 - Puff Dragon - Chinese Radio.mp3
│   │   ├── 03 - Aes Dana - Memory Shell (Mindgames Festival Live Version).mp3
│   │   ├── 04 - Aural Planet - Hydropoetry Cathedra (Instrmental Version).mp3
│   │   ├── 05 - Carbon Based Lifeforms - Epicentre Second Movement.mp3
│   │   ├── 07 - Vibrasphere - Northern Sunsets.mp3
│   │   ├── 08 - Ochi Brothers - Flowing Synergy.mp3
│   │   ├── 09 - Carbon Based Lifeforms - Decompression.mp3
│   │   ├── 10 - Hol Baumann - Send Away.mp3
│   │   └── front.jpg
│   ├── INRE 020 VA - (2005) Fahrenheit Project Part Six
│   │   ├── 01 - Scann-Tec - ASD.mp3
│   │   ├── 02 - Irukandji - Whales Street.mp3
│   │   ├── 04 - H.U.V.A. Network - Orientations.mp3
│   │   ├── 05 - Sync24 - Dot.mp3
│   │   ├── 06 - Solar Fields - Levitate.mp3
│   │   ├── 07 - Sundial - Together, we are... (Scann-Tec rmx).mp3
│   │   ├── 08 - Aes Dana - Bam (overlit edit).mp3
│   │   ├── 09 - Hol Baumann - Radio Bombay.mp3
│   │   └── front.jpg
│   ├── INRE 038 Cell - (2009) Hanging Masses
│   │   ├── 01 - Calling.mp3
│   │   ├── 02 - Switch Off (featuring AES Dana).mp3
│   │   ├── 03 - Second Shape part I.mp3
│   │   ├── 04 - Risky Nap Under Blue Tree.mp3
│   │   ├── 05 - Hanging Masses.mp3
│   │   ├── 06 - Vapor.mp3
│   │   ├── 07 - Second Shape part II.mp3
│   │   ├── 08 - Universal Sunrise.mp3
│   │   └── front.jpg
│   ├── INRE 043 Asura - (2010) 360
│   │   ├── 01 - El-Hai (Featuring Ayten).mp3
│   │   ├── 02 - Regenesis.mp3
│   │   ├── 03 - Altered State (Album Edit).mp3
│   │   ├── 04 - Atlantis Child.mp3
│   │   ├── 05 - Erase.mp3
│   │   ├── 06 - Halley Road.mp3
│   │   ├── 07 - Longing For Silence.mp3
│   │   ├── 08 - Getsemani.mp3
│   │   ├── 09 - Le Dernier Voyage.mp3
│   │   ├── 10 - Virgin Delight.mp3
│   │   └── front.jpg
│   ├── INRE 046 VA - (2011) Fahrenheit Project Part Seven
│   │   ├── 01 - Gaiana - Silenzio Delle Sirene (Album Edit).mp3
│   │   ├── 02 - Asura - Millenium 3.mp3
│   │   ├── 04 - Circular - Feller Buncher.mp3
│   │   ├── 05 - Scann-Tec - Signals.mp3
│   │   ├── 06 - Hol Baumann - Final (Max Million Remix).mp3
│   │   ├── 07 - Cygna - Su Abir.mp3
│   │   ├── 08 - Field Rotation - Gedanken Wie Diese.mp3
│   │   ├── 09 - Maurizio Piazza - Hundred Miles.mp3
│   │   ├── 10 - Solar Fields - OnFlow.mp3
│   │   └── front.jpg
│   ├── ~uTorrentPartFile_2C013C605.dat
│   ├── va - fahrenheit project 1 (Ultimae)
│   │   ├── 01-atoi-mystery_school-devotion_(intro)-supplex.mp3
│   │   ├── 02-ephemeral mists-des_profondeurs-supplex.mp3
│   │   ├── 03-asura-amber_rain-supplex.mp3
│   │   ├── 04-toires-laalam-supplex.mp3
│   │   ├── 05-asura-they_will_come-supplex.mp3
│   │   ├── 06-hol_baumann-another-supplex.mp3
│   │   ├── 07-solar_fields-outlined_surfaces-supplex.mp3
│   │   ├── 08-chi-a.d-slide_(limited_version)-supplex.mp3
│   │   ├── 09-distortion_orchestra-fire_maiden-supplex.mp3
│   │   ├── 10-aes_dana-skyclad_(high_frequencies_version)-supplex.mp3
│   │   ├── 11-mystical_sun-in_the_sky-supplex.mp3
│   │   ├── 12-craig_padilla-beyond_beta_(original_mix)-supplex.mp3
│   │   ├── 13-true_frequencies-new_indigenous_religion-supplex.mp3
│   │   └── 14-atoi-mystery_school-devotion_(extract___)-supplex.mp3
│   └── va - fahrenheit project part five (ultimae)
│       ├── fahrenheit project - part 5 - 01 - jaia - alone.mp3
│       ├── fahrenheit project - part 5 - 02 - ephemeral mists - water silence.mp3
│       ├── fahrenheit project - part 5 - 03 - aural planet - sunfruits avenue.mp3
│       ├── fahrenheit project - part 5 - 04 - aes dana - purple.mp3
│       ├── fahrenheit project - part 5 - 05 - h.u.v.a network - processing lights (fairy tales live version).mp3
│       ├── fahrenheit project - part 5 - 07 - great leap forward - in name of the super natural.mp3
│       ├── fahrenheit project - part 5 - 08 - carbon based lifeforms - t-rex echoes.mp3
│       ├── fahrenheit project - part 5 - 09 - sync24 - adrift in time (drumatix edit).mp3
│       ├── fahrenheit project - part 5 - 10 - hol baumann - final.mp3
│       ├── fahrenheit project - part 5 - 11 - sync24 - wake (epilogue edit).mp3
│       └── fahrenheit project - part 5 - cover.jpg
├── VA - BBC Radio 2 Folk Awards 2015 [2015]
│   ├── 01 Cara Dillon - Moorlough Mary.mp3
│   ├── 02 Josienne Clarke & Ben Walker - It Would Not Be a Rose.mp3
│   ├── 03 The Will Pound Band - Jimmy Ward's.mp3
│   ├── 04 Jez Lowe - The Pitmen Poets.mp3
│   ├── 05 Cruinn - Manus Mo Ruin.mp3
│   ├── 06 Nancy Kerr - Never Ever Lay Them Down.mp3
│   ├── 07 Maz O'Connor - London Lights.mp3
│   ├── 08 Chris While & Julie Matthews - Dancing Under the Gallows.mp3
│   ├── 09 Loudon Wainwright III - God & Nature.mp3
│   ├── 10 The Furrow Collective - Handsome Molly.mp3
│   ├── 11 9bach - Pa Le.mp3
│   ├── 12 Peggy Seeger - Swim to the Star.mp3
│   ├── 13 The Young'uns - John Hill.mp3
│   ├── 14 Martin Carthy & Eliza Carthy - Waking Dreams (Awake, Awake).mp3
│   ├── 15 Naomi Bedford - The Spider and the Wolf (feat. Jackie Oates).mp3
│   ├── 16 Greg Russell & Ciaran Algar - The Cockfight.mp3
│   ├── 17 Sam Sweeney & Rob Harbron - Rose Howard.mp3
│   ├── 18 Ange Hardy - The Raising and the Letting Go.mp3
│   ├── 19 O'Hooley & Tidow - Two Mothers.mp3
│   ├── 20 Kathryn Tickell & The Side - The Prior's Standard.mp3
│   ├── 21 Stick in the Wheel - Bedlam.mp3
│   ├── 22 Martin Green - I Saw the Dead (feat. Becky Unthank).mp3
│   ├── 23 Julie Fowlis - Do Chalum.mp3
│   ├── 24 Talisk - CharlieWaterfall (Live).mp3
│   ├── 25 Wildwood Kin - The Valley (Live).mp3
│   ├── 26 Cup O’Joe - Pretty Fair Maid in Her Garden (Live).mp3
│   ├── 27 Roseanne Reid - What I've Done (Live).mp3
│   └── front.jpeg
├── VA - Best of 80s - 90s Songs
│   ├── 01. Madonna - Ray of Light.mp3
│   ├── 02. a-ha - Take on Me.mp3
│   ├── 03. Blur - Girls And Boys.mp3
│   ├── 04. Duran Duran - The Reflex (Single Version; 2010 Digital Remaster).mp3
│   ├── 05. Mark Morrison - Return of the Mack.mp3
│   ├── 06. Spandau Ballet - TRUE (Single Edit).mp3
│   ├── 07. New Order - Age of Consent (2015 Remaster).mp3
│   ├── 08. All Saints - Never Ever.mp3
│   ├── 09. Cher - Believe.mp3
│   ├── 100. Climie Fisher - Love Changes (Everything).mp3
│   ├── 101. Mari Wilson - Just What I Always Wanted.mp3
│   ├── 102. Steve Arrington - Dancin' in the Key of Life.mp3
│   ├── 103. Randy Crawford - Nightline (Single Version).mp3
│   ├── 104. Elvis Costello - Veronica.mp3
│   ├── 105. David Lindley - Twist and Shout.mp3
│   ├── 106. Dream Academy - Life in a Northern Town.mp3
│   ├── 107. Bad Manners - Lip up Fatty.mp3
│   ├── 108. Aztec Camera - Walk out to Winter.mp3
│   ├── 109. Dollar - Hand Held in Black and White.mp3
│   ├── 10. Simply Red - Money's Too Tight (To Mention).mp3
│   ├── 110. Modern Romance - Best Years of Our Lives.mp3
│   ├── 11. Foreigner - I Want to Know What Love Is.mp3
│   ├── 12. The Corrs - What Can I Do.mp3
│   ├── 13. New Order - Blue Monday '88.mp3
│   ├── 14. Alanis Morissette - Ironic (2015 Remaster).mp3
│   ├── 15. The Rembrandts - I'll Be There for You.mp3
│   ├── 16. Talk Talk - It's My Life (1997 Digital Remaster).mp3
│   ├── 17. Madonna - Holiday.mp3
│   ├── 18. Sean _Puffy_ Combs - I'll Be Missing You.mp3
│   ├── 19. The Notorious B.I.G. - Hypnotize (2014 Remaster).mp3
│   ├── 20. Roxette - Listen To Your Heart.mp3
│   ├── 21. Snow - Informer.mp3
│   ├── 22. Tina Turner - What's Love Got to Do with It.mp3
│   ├── 23. The B-52's - Love Shack (Single Version).mp3
│   ├── 24. Peter Andre - Mysterious Girl (Radio Edit).mp3
│   ├── 25. Sister Sledge - Frankie.mp3
│   ├── 26. Color Me Badd - I Wanna Sex You Up (Single Mix).mp3
│   ├── 27. Hot Chocolate - It Started With A Kiss.mp3
│   ├── 28. En Vogue - My Lovin' (You're Never Gonna Get It).mp3
│   ├── 29. Chaka Khan - I Feel for You.mp3
│   ├── 30. All-4-One - I Swear.mp3
│   ├── 31. Diana Ross - Chain Reaction.mp3
│   ├── 32. Shola Ama - You Might Need Somebody.mp3
│   ├── 33. George Benson - Give Me the Night.mp3
│   ├── 34. Simply Red - Stars.mp3
│   ├── 35. Eternal - I Wanna Be The Only One (feat. Bebe Winans).mp3
│   ├── 36. Laura Branigan - Self Control.mp3
│   ├── 37. The Cars - Drive.mp3
│   ├── 38. The Goo Goo Dolls - Iris.mp3
│   ├── 39. Faith No More - Easy.mp3
│   ├── 40. Joe Cocker - You Can Leave Your Hat On.mp3
│   ├── 41. Peter Schilling - Major Tom.mp3
│   ├── 42. The Supernaturals - Smile.mp3
│   ├── 43. Rob n Raz & Leila k - Got to Get (feat. Leila K).mp3
│   ├── 44. Marc Cohn - Walking in Memphis.mp3
│   ├── 45. Jimmy Nail - Ain't No Doubt.mp3
│   ├── 46. Alphaville - Big in Japan.mp3
│   ├── 47. Nu Shooz - I Can't Wait.mp3
│   ├── 48. Duran Duran - Ordinary World.mp3
│   ├── 49. The Pretenders - Brass in Pocket.mp3
│   ├── 50. The Proclaimers - I'm Gonna Be (500 Miles).mp3
│   ├── 51. The Proclaimers - I'm Gonna Be (500 Miles).mp3
│   ├── 52. Barenaked Ladies - One Week.mp3
│   ├── 53. Joy Division - Love Will Tear Us Apart.mp3
│   ├── 54. Missy  Elliott - The Rain (Supa Dupa Fly).mp3
│   ├── 55. The Smiths - How Soon Is Now_ (Edit).mp3
│   ├── 56. Inner Circle - Sweat (A La La La La Long).mp3
│   ├── 57. Planet Perfecto & Grace - Not Over Yet '99.mp3
│   ├── 58. Echo & the Bunnymen - The Killing Moon.mp3
│   ├── 59. Deee-Lite - Groove Is in the Heart.mp3
│   ├── 60. Yes - Owner of a Lonely Heart.mp3
│   ├── 61. Christopher Cross - Arthur's Theme (Best That You Can Do).mp3
│   ├── 62. Mase - Feel so Good.mp3
│   ├── 63. Damage - Ghetto Romance (7'' Mix).mp3
│   ├── 64. Whitesnake - Here I Go Again 87 (2017 Remaster).mp3
│   ├── 65. Seal - Kiss From A Rose.mp3
│   ├── 66. Talking Heads - Road To Nowhere (2005 Digital Remaster).mp3
│   ├── 67. ZZ Top - Sharp Dressed Man (2008 Remaster).mp3
│   ├── 68. Brandy & Monica - The Boy Is Mine.mp3
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